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Hell thank you 


for the hint 


eer piping contractor will thank you 
for this hint——-Grinnell Pipe Hangers. 
Their use will cut his labor costs just as 
they have always cut ours. And we’ve used 
a dozen million of them. For yourself, 
you'll get a piping equipment that can 
always be kept in perfect alignment 
through the simple adjustable features 
of these hangers. 


These hangers grew out of the practical 
suggestions of experienced Grinnell con- 
struction foremen. That’s why they solve 
actual field problems of hanging pipe and 
radiators anywhere. Since they can be 
bought on the open market, why be con- 
tent with anything less than the best? 


Write for the free 120-page Grinnell Hanger Catalog. Its 
illustrations and text will tell you all about the handiest 
and most complete line of hangers on the market. Address 
Grinnell Co., Inc., 305 W. Exchange St., Providence, R. 1. 


GRINNELL 


Fittings, Hangers, Valves, Pipe Bending, 


Welding, Piping Supplies, Etc. 
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Few of us have heard of Sutter’s sawmill, vet it 
was at this place on January 24, 1848, that gold was 
first discovered in California. 





Strange to say, Captain Sutter, who made the dis- 
covery, did not care to own a gold mine, so when the 
famous rush began he lost his mill and would have died 
poor if the people had not taken care of him. 


There are a lot of plumbers like Captain Sutter who 
are content to overlook real opportunities and stay 
in the same old rut. 


Not so the VQGEL Plumber. He goes along mak- 


ing new discoveries and more money every day. 


There are thousands of Plumbers throughout the 
United States who give full credit to the VQGEL line 


for the success of their business. 


Why not let the VQGEL line help you? See your 
jobber about it today, then join the VYQGEL Rush for 


1926. 








Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Built for 


Endurance 





Svertlot 


WATER HEATER 


EW COMPANIES are prepared to offer such efficient service as is 
EF rendered to plumbers by EverHot with its 42 sales offices and 

branches. These branches carry a complete stock and are equip- 
ped to render sales and engineering service. Through these channels 
EverHot extends cooperation of an unusual type and it is for this 
reason that the branches exist. Plumbers install EverHot Automatic 
Water Heaters and forget them. The heater itself continues to build 
good will and each installation leads to others. 


TverHlot Heater Co. 


$211 Wesson Ave.—Detroit 


Mention Domestic ENGINEERING when writing advertiser 
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Economy and 
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“OUR HERTING SYSTE™ 


mS 
POR LOW pressure HeaTine SYSTE 





y HIS unigue, insoluble powder rids the heating \ 

system, through the boiler, of oil, grease, core 
sand and scale, and thus conguers priming, foam- 
ing, surging and slow steaming. It has no ingredi- 
ents that can harm boiler metal. 


NOW SPECIFIED BY FOREMOST HEATING 


| EXPERTS. 
\ If Your Jobber Can not Supply VINCO Write Us. 4 
‘ Write for Booklet-A—“Priming and Foaming Conquered.” } 
\ / 


The Vinco Company, Inc. / 


75 Vesey St., New York City 
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Did You Ever 
Hear the Story 


of the Farmer? 








E was so busy see- 

ing the side shows 
that he missed the main 
performance. 


There are a lot of side shows in 
plumbers’ brass goods. But don’t 


overlook the real vital things the 
simplicity of design and quality of 
construction. 


The Ryan self-closing basin cocks, 
ball bearing self-closing drinking foun- 
tains and water tempering faucets 
illustrated herewith are designed on 
correct principles and built to the 
highest known standard of materials 
and workmanship. 


A generation of experience backs these 
and every other Ryan fixture. You 
can’t make a mistake on the Ryan line. 


1883—J, J. RYAN & COMPANY — 1926 


Monroe and Jefferson Streets CHICAGO 
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“8 live radiator heating jobs 


Recently we mailed circular letters to 47 


prospects for one dealer > 


Every job you sell ought to 


suggest names of neighbors 
or friends whom you could 


circularize. 














> 


Check carefully through your 





local and 


lists, etc. 


Some of the many places where IDEAL Boilers 
and AMERICAN Radiators can be used 


LOOK OVER your community and see 
how many buildings in this list need heat- 
ing and domestic water supply. For heating 
small homes and small business buildings: 


General Stores 
Billiard Parlors 

Gas Filling Stations 
Lunch Rooms 

Coal Company Offices 
Toctors’ Offices 
Dentists’ Offices 
Banks 

Lawyers’ Offices 

Real Estate Offices 





Taxicab Offices 

Trucking Company 
Offices 

Office Buildings 

Barber Shops 

Theatres 

Garages 

Ice Cream Parlors 

Grain Elevator Offices 

Railroad Stations 


Mention Domest 


Railroad Signal Towers 
Dairies 

Poultry Houses 

Movie Houses 

Farm Cottages 
Clubhouses 

Tailor Shops 

Tobacco Stores 
Cobblers’ Shops 
Laundries 


IpEAL-ARCOLA 


Conservatories 

Churches 

Community Centers 

Detached Buildings 

Drugstores 

Attic Playrooms 

Animal and Bird 
Stores 

Milliners’ Stores 

Schoolhouses 


I-NGINEERING when writing advertisers 


book, tax list, social and club 


suburban phone 





For heating larger build- 
ings: Ip—at Heat Machine, Arco Rounp, 
Water Tuse, Yonpba, Sort Coat SMOKELESS, 
SECTIONAL, etc. 


Public Buildings 
Libraries 
Interurban Waiting 
Rooms 
Boarding Kennels 
Jewelers’ Stores 
Printing Shops 
Notion Stores 
Builders’ Offices 
and hundreds of others 
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from forty-seven letters” 


>> Within a very short time 8 of these 
wanted that dealer to call 








HIS SUCCESSFUL USE of 

direct mail is not unusual. 
It is just an example of what 
is happening to IpEAL-Amer- 
icAN Merchants everywhere. 

The illustrated circular let- 


You can have this 


E ARE READY to do the 

same kind of work for you 
—ready to help you get live 
prospects for heating jobs. 


All you have to do is just this: 
Send in at once as many names 
of heating prospects as you can 
carefully compile. 

We will immediately send 
to every one of them a beauti- 
fully illustrated circular letter. 
On the first page we will write 
a personal message to the pros- 
pect, referring him directly to 
you. Ten days later a second 
letter will go out, again featur- 
ing you as the IpEAL-AMERICAN 
Merchant. 


ters are forceful salesmen that 
tell the story of the wonderful 
heating comfort and fuel econ- 
omy to people who are really 
seeking it. No wonder the sales 
results are unusual. 


same service—FREE 


If no reply has been received 
after ten days an illustrated 
government postal card will 
be sent with a stamped return 
card for reply. 


Every reply received will be 
referred to you so that you can 
follow it up with a personal call 
and leave an estimate! 


This plan works! It is pro- 
ducing good business for others 
and will do the same for you. 


Give it a trial. Our salesman 
or the salesman of the Jobbing 
Supply House will give you 
valuable suggestions in getting 
up your list of names. 





Get ready for February, March and April, when prices are low and business slack! 


AMERICAN RADIATOR COMPANY. 





Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, Baltimore, Washington, 
Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, 
St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver, San Francisco, Los Angeles, 


Makers of AMERICAN RADIATORS, IDEAL BOILERS and other heating, ventilating, and cooling products 
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A 32-inch Door 
is Big Enough! 


















































Here is a Pacific Steel Residence Boiler, the right size for handling, 
1600 sq. ft. of Hot Water radiation, being taken through a 
32-inch door. An exclusive Pacific feature that cannot be found 
in any other return tubular steel boiler which makes the Pacific 
adaptable for any home large or small, old or new. 


The Pacific is built for steam, vapor or hot water heating in sev- 
eral sizes to heat anything from a bungalow to a small apartment 
building. Burns hard coal, soft coal, gas, or oil. 


This smaller boiler is a true Pacific, with all the fuel saving fea- 
tures that are found in the larger models—big combustion space, 
maximum direct heating surface, and long fire travel. Let us send 
you complete information. 


GENERAL BOILERS COMPANY, Waukegan, Illinois 


BRANCH OFFICES IN PRINCIPAL CITIES 


ACTIFIC 


STEEL RESIDENCE BOILERS 





™ 
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The nineteenth in a series 
of advertisements outlin 
ing the early development 
of plumbing ideas A 
complete folio of this 


Vesta, Goddess of the Hearth 


VER since the dawn of civilization, mankind has worshipped fire. Ever iotace at aiechiae 
since its discovery, it has warmed him and cooked food for him. In will be sent on request 
Roman days, it was worshipped in the form of Vesta, The Goddess of the 
Hearth. In her temple a fire burned from one year’s beginning to the next, 
tended by the Vestal Virgins who were especially selected for the task, from 
among children of free citizens. At a tender age they took vows of chastity for 
thirty years, during which time they lived in a beautiful home adjoining the 
temple. Forbidden by law to drink the water which came to the Great Roman 
city in aqueducts, they secured their supply from marble lined basins which 
caught the rain water direct from the sky above. 





Purity of household water supply is secured in modern times by vastly 





different methods. By choosing pipe of materials that do not clog or rust, the 
water from limpid lakes or deep drilled wells is preserved in its pure state for 
home use. In such service Bridgeport Plumrite Brass Pipe removes forever 
the aggravating necessity for repairs and the possibility of damage that 
follows a leaky pipe. 








BRiOSEPORT - CONNECTICUT 
NEW YORK PHILADELPHIA CHICAGO CLEVELAND DETROIT 


WE MAKE 
Ledrite Brass Rod 
Phono-Electric ContactMre 
Plumrite Brass Pipe 
Phono-FH- Strength Vire 
Tubular Plumbing Goods 
Condenser Tubes- Sugar Tubes 
Brees Bronze and Copper Sheets 

raes.Bronije andCopper Tubes 
AntlaBicycle and Pressure Purrpe 
failo Accessories Stampinge 
Engravers Copper Specialties 
Screw Machine Producte 
Pressed or DrawnProducte 
Oiland Grease Guna 


Furnace 
Brass 





Member Copper and Brass Research Association and Trade Extension Bureau 
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School authorities in every town listed on this page 
have asked us where they can obtain “The Story of 
the Bath” for distribution among their pupils. 
This is your opportunity to enlist the aid of the 
youngsters in your drive for more business. Let this 
sink inthe boys and girls of your town are asking 


This Coupon Brings Full Details 


MAIL IT NOW! 





Alabama— Kentucky— Montana— Kutztown 
Bayou Lal 


Clifty Lathair Landisburg 
Corbin Nebraska— Lilly 
Arkansas— Crofton “ee, A Mahoning 
Little Rock Greenup Anessa} srs Pittstown 
California— Richmond agg See Reading 
Almeda Springfield Shillington 
Ranning ’ = Nevada— Stroudsburg 
ie Maryiens Yeringtons ' West Philadelphia 
nton 
Lomp . . . Willowstreet 
. Massachusetts— New Hampshire— 
~ ita” hooag Boston Iexeter South Dakota— 


an Franci 


Colorado— 


Foxt New Jersey— Irene 
Holvoke llentov , 
: Allentown lennessee— 


Grand Junct , Hopedale Belleville 
C;unnison Maynard Clayton Fs a 
Moffat North Adams Glassboro Nashville é 
Washviiie 
Connecticut— Northampton Irvington . 
Bridgeport Michigan— Merchant ville Texas— 
) — 
Brooktield Allegan Newark Banquete ake 
Sandy Hook Battle Creek Passiac Caldwell 
~ thingtor fav City Rockaway Haskell 
oa New York— Houston 
Wa ast Lansing Adams Kaufman 
itinoie Grand Rapids Buffalo Springtown 
rystal Lake Minnesota— Middleburg West Virginia— 
Hyde Park Brook Parl New York Cits Littleton 
Lake Bluff LeSueur Center Richmond Hill Rockview c—— 
fockvie = 
Wood River Lindstr mn Syracuse Wilcoe 
lowanxe Minneapolis Ohio— Wisc ; 
Audubon St. Paul Cleveland ee 
Cedar Falls Mississippi— Norwalk I a _ 
rn Mstabuchi Pennsylvania— Markesan 
Dubuque Jackson Alverton Mayville 
Kansas— Pe ur Boothwyn Menominee 
Ft Scott Petti Dickson City Milwaukee 
Kansas City Missouri— Kast Stroudsburg Reeseville 
Qjuinter Holland Homestead Sturgeon Bay 
| lyases Sikeston Josephine Sul or 


My Name Is 


f 


| 
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Plumbing from 
Contented Plumbers 


You’ve heard about “milk from contented cows,” but no one 
seems to care whether the plumber is contented or not, as long 


as they get the plumbing. NYE—the Die M 
—the Die Man 
Our motto henceforth and hereafter is“Plumbing fromContented _ pi... Toot Maker to the 


Plumbers.” In fact it always was, American Plumber 
and Steamfitter 


NYE TOOLS 


have done more to make the plumber contented with his lot 
than any other thing on earth. 


Nye Dies work faster—that means through quicker. They work 
easier—that means less labor. They last longer—that means they 
are really cheaper. 


NYE TOOLS 


mean more milk— which is a cow’s name for business. And 
richer cream—which is another name for profits. 


If you see a mulley plumber, that people try to avoid, you may 
know that, while he has heard of Nye tools, he has never 
bought any. 

HARRY G. NYE 


THE NYE TOOL & MACHINE WORKS 
4120-30 Fullerton Avenue CHICAGO, ILLINOIS 





Ey — 


NYE DROP FORGED 
PIPE CUTTER 


Can be used as aone or three wheel pipe 
cutter. Regularly furnished with two 
rollers and one Nye Thin Blade Knurled 
Cutter Wheel. No thread in the frame Nye Toledo Type Stock 
of cutter to wear out. Adjustment of the 
handle screw is made through a case- 
hardened nut which can easily be re- 
placed when worn. 

$9.60 net 


: ” No. 1 Nye Toledo Type Pipe Threader complete, ; 
Net Price, No. 1-A ¥% to 1% $2.25 West of the Rocky Mountains $10.20 


. ” 
Net Price, No. 2-A M4 to2" . 3.00 No. 1-A Nye Toledo Type Pipe Threader —— $12.00 net 
Net Price, No. 3-A i403 6s 5.00 West of the Rocky Mountains $12.75 


Nye Toledo type pipe threaders, made in both 
the plain and ratchet type. Satisfaction abso- 
lutely guaranteed. 
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Improved 
Asbestocel 


ad As allen pend 
INSULATION 
BRAKE LININGS 


N Improved As- 

bestocel long life 

is added to high 
efficiency because cor- 
rugations run crosswise 
as well as lengthwise. 
Besides breaking up the 
long air channels into nu- 
merous dead air pockets, 
these cross corrugations 
give greater strength. 


JOHNS-MANVILLE, INC, 
292 Madison Ave. at 41st St., N. Y.C. 
Branches in 63 Large Cutses 
Canadian Johns-Manville Co., Toronto, Ont. 


Sree see Te Tr 
<nlttinbenaratetmctgt Bi ocae ae Oe 


Mention Dowerstic Excinrrrtnc when writing advertisers 





26 











DOMESTIC 


ENGINEERING 15 


@elween Ourdselred. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


VVERYBODY KNOWS THE STORY OF 
the old darkey who found the lost mule 
—4 simply by “puttin’ mahse’l in de mule’s place 
an’ doin’ what I thought de mule would do.” A 
good buyer tries to go through somewhat the 
same process with reference to the market. And 
before he can make a reasonable deduction of what 
the market is going to do, he must be well-grounded 
on what it has done in the past. So universal is 
the interest in the Market Reports each week, so 
well does it fill its well-defined need, we decided to 
make it easier of reference by giving it a new 
dress—a tinted stock which can be found quickly. 
Contractors, wholesalers and manufacturers in 
growing numbers find an accurate reflection of the 
trend of business each week in this market sec- 
tion—the first step toward putting one’s self “in de 
mule’s place,” in order to get an idea of what it is 


going to do next. 


ROBABLY SOME OF OUR OLDER READ 
ers will remember the old “droning” schools 
the country schools in which lessons were recited 
by the entire class in a droning tone. Frequently 
there would be two different classes in the same 
room, each group of students droning away at its 
particular lesson. Naturally it was a difficult thing 
not to get interested in what the kid across the 
aisle was saying, and so get mixed up in what 
you were supposed to be saying. This week’s Ses 
sion of The Schoolmaster and His Class is some 
what like those old schools. Drawings are pre 
sented from a number of issues back. These draw 
ings came in too late for inclusion in some of the 
regular discussions. Of course, the modern idea in 
education doesn’t include a “caning” for coming in 
late; but you'll appreciate that it’s more valuable 
to have all of the problems of one kind discussed at 
one time. The Schoolmaster is willing to take up 
as many problems as are submitted at any time 
and so that the class may secure full benefit, the 


discussion ought to cover one problem. 


— knaguege ARTICLE APPEARS THIS 
week on “Concealed Radiation.” Our cover 
illustration shows a fine old room into which this 
modern note has been introduced with pleasant 
effect. It seems to me that this article fulfills the 
Kleal we constantly keep before us in presenting 


j 


techmical subjects Phroughout it has a careful 


balance-—the balance all scientific research should 
have. There is little room for unbalanced en 
thusiasm in treating of technical subjects hi 
article shows careful research into all of the factor 
known at the present time to exert an influence o1 
heating efficiency in connection with concealed 
radiation; as well as some of the phenomena whiel 


have been observed and which are not as vet satis 


For the better tvpe of building 
| 


factorily explained 
concealed radiation is becoming more populas 
Which is only natural This article will furnish 
a broad basis upon which any heating contractol 
may base his arguments in favor of what is a tine 


finishing touch to a good heating job 


MY itl MARVELS THIS: WEEK IS STIL] 
just a little bit off of the beaten path of met 
chandising, in covering the story of a heating com 
pany which has found it possible-—due to condition 
in its locality-——to operate successfylly without hay 
ing a salesroom. In “Keeping Everlastingly At 
It’ you will find some plans and policies which 
have proved their value There is good mer 
chandising here, but it is being accomplished with 
out some of the usual aids, such as the salesroom 


and the display window 


pens FIRST CONVENTION OF THE SEA 
son—-that of the South Dakota Retail Plumb 
ers’ Association—makes its appearance thi week, 
and with it we swing into the feverish work of 


getting these reports to you in a complete, coneciss 


useable form. The editorial staff is on its toe 
ready to add to the usual burden of the month 
just passed the efficient covering of conventions 


ET US CLOSE WITH A NICE COMPLI 
i ment. We informed our Canadian subscribers 
that their subscription would be the same hence 
forth as in the United States \nd the Canadian 
Domestic Engineering Co., Ltd., of Montreal, says 
“We find the articles in your magazine so inte1 
esting that had the price been increased we should 


have continued to be subscribers.” 


bur Zak 
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ANOTHER 100% . 
“TOLEDO” JOB IN NEWARK || « 


This is the new L. S. Plaut Co. building in Newark, i bi 
N. J., another job where all the contractors were users of 


the ‘‘TOLEDO”’ Power Drive and ‘‘TOLEDO”’ tools. 


W. G. Cornell Co. handled the plumbing, Baker-Smith 
Co. the heating, J. Livingston Electric Co. the electrical 4 
wate and the Globe Automatic Sprinkler Co. the sprinkler 3 $ 
work. 


When efficiency is demanded on piping jobs ‘“‘TOLEDO”’ 
tools are invariably used. Contractors have found that ‘ 
‘*‘TOLEDO”’ equipment has no equal for saving time and a tr 
labor. a ila 


A postcard will bring you the new ‘‘TOLEDO”’ catalog. It 
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Modernize Your This is the day of mod- 


ern, 1926 plumbing. The 
Letter-Heads effort of everyone in the 
business 1s to sell the public on the idea that plumb 
ing is the heart of the home and that old-style, anti- 
quated fixtures and installations should be replaced 
with the new, clean, efficient models of today. And 
yet, every once in a while, we open a letter from a 
master plumber and there on the letter-head is a cut 
showing a bath-room, or some plumbing fixture, 
that was probably the last word ten or fifteen years 
ago but now is in the class of the first horseless car 
riage. Out of date, entirely different from what 
plumbing now offers and certainly not apt to inspire 
a desire for a new bathroom is such a picture, but 
itis the silent salesman for the master plumber who 
still is using up the stock of stationery he bought 
when he first went into business. Cleaned from the 
stock rooms and display floors long ago were such 
fixtures. When one is found around a shop now-a 
days it is used only as an interesting relic or to dis 
play, by putting it next to a modern fixture, the 
development which has taken place in plumbing in 
recent years. It is not good business, therefore, to 
be behind the times with letter-heads, envelopes, 
bill-heads and invoices, whose faces are decorated 
with pictures of ancient plumbing. ‘Today’s plumb 
ing looks much more attractive. 


$6,600,000,000 - figures begin to come 


rom statisticians’ pens, 
now that time has allowed the complete compilation 
of 1925 records, we are able to see exactly what a 
tremendous volume of business was done during the 
last twelve months. 1925 saw building records 
broken practically everywhere, last year’s construc 
tion total for the entire United States being conser 
vatively estimated by F. W. Dodge Corporation at 
$6,600,000,000. Such a volume was not only large 
beyond all precedent, but it continued at a record 
breaking rate right up to the end of December. De 
cember building and engineering contracts in the 36 
Eastern States exceeded those of November by 10 
per cent, which is quite unusual, and those of De- 


cember, 1924, by 56 per cent. Such figures, plus a 
very large amount of replacement work, due to in 
tensive selling efforts, and plus an increasing amount 
of repair work, as the number of installations in 
creases, formed the market for plumbing and heat 
ing. Just how much in dollars and cents 1925 plum) 
ing and heating amounted to is not known exactly 
but it, too, was beyond all precedent. 

The year 1926 opens with construction continuing 
at a record rate and practically no indication yet im 
sight of any slowing down within the next few 
months. Should there be any slowing down it do 
not seem likely to occur until after the spring season 
has passed. And many reputable sources of infor 
mation have conducted surveys that would indicate 
that this vear would equal 1925. For instance, con 
templated new work reported for the 36 Eastern 
States during 1925 amounted to $8,826,152,100, this 
heing 52 per cent in excess of the amount of con 


struction actually started in those states. While 


many building permits are issued and years later at 
still only permits, this large excess indicates a con 
tinuing heavy construction demand carried over inte 
the new vear. 

That is big money—running into ten figure 
There are potential profits in such a program that 
should run into almost as many figures. Plan yout 


moves during 1926 so as to get your share. 


Plumbing Dyis- Now plumbing gets credit 


for a decrease of illiteracy 
pels Ignorance in San Salvador. A repre 
sentative of the American Bible Society has ob 
served that with the installation of a modern sewer 
age and water system in that country, schools are 
increasing in number and the people are developing 
opinions and intelligence that never before existed 
The influence of plumbing in the development of 
civilization would be an interesting story. Here, in 
this San Salvador case, it is simple to note what a 
direct influence plumbing had. Before there wa 
plumbing, ignorance and lack of interest in public 
affairs abounded. After there was plumbing, illite: 
acy decreased and public opinion developed. 
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Concealed radiation that saves space in a dining room 


Concealed Radiation 


By’R. V. FROST 


OT of 


late 


was the decision given 
well-known radiator 
of technical 
staff laid before him a plan for the development and mar- 


commercial value,”’ 
in 1914, 


manufacturer 


66 


by a certain 


when members his 
keting of enclosed types of radiators. 
At that 


movement 


time, which really marks the beginning of the 
for the oc- 
architect manufacturers, 
the of 

In mean- 
portable the 


direct 
of 


safe 


radiation, 
the 
in 
installation. 
cabinet 


concealing of an 
made 
then, 
did effect 

field the 


present day 


casional inquiries 


and now and by playing quantity 


the 
type, 


used, 
in the 
of the 
making 
the 
known 
that 
old, 
office 


surface an 


time, of or 


first designs 


were their appearance 


market Indeed, there 
be 


more 


upon 
installa 
thirty 
in the 
Washington, pat 
the 80's 
closures for radiators 
the of 
the movement since 1914, that one 
finds a building of 
or semi-public nature, of 
class architecture, with di- 
radiators exposed in public 
rooms, and there are many hotels, 
apartment buildings and fine resi- 


are to some 


tions are than 


and there 


at 


vears are 


patent 


ents dated in upon en- 


Such has been growth 


now seldom 
public 
high 
rect 





An interesting type of concealed radia- 
tion 


all radiators concealed, except in the 
In these structures it is seldom that the 


Almost invariably it 


that have 


service quarters. 


dences 


portable type of enclosure is used. 
is: built-in equipment that has been designed by the archi- 
tect to harmonize with his interior treatment. 

Parallel with this development among the architects, 
and undoubtedly stimulated by it, there has grown up 4 
rapidly increasing market for the portable or cabinet 
type enclosure, manufactured now by some fifteen or more 
different concerns. 

It is rather significant that practically all of this devel- 

opment has come from _ sources 

outside the radiator industry, the 
| greater part of the development 
| of the permanent type of enclo- 
sure being due to the architects 
who have insisted upon using en- 
closures in the face of opposition 
and in spite of the fact that there 
is available on the subject prac- 


tically no engineering data of 4 
comprehensive nature. 
The first authentic data avail- 
able was that developed nearly 
—— twenty years ago by Dr. Chas. 


Brabbee, of the University of Ber- 
lin, now a resident in this coun- 
try, and until recently there has 
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been practically no effort made by others to elaborate on 6. The direction of the air flow from the outlet. 
his data or even to check his results. 7. The amount of excess air passage about the radiator 
8. The paint on the radiator and the paint on the 
NEW PROBLEMS ENCOUNTERED lining. 
Hk PROBLEM entering into the design of an en- 9. The location of the enclosure in the room 
az. osure is an involved one, and must take into con This looks like a formidable array to consider but all 


the factors are not of equal importance 
their order in this respect being as enu 
merated 

Briefly. it is the writer's opinion that 
larger than a two-column, 32-inch radia 
tor should not be used, although he has 
used 45-inch radiators with good results 
neither should less than 24-inch spacing 
of loops be used 

The back and front of the radiator 
should be well insulated, particularly if 
it is in a recess on the outside wall, as 
under a window 

The best material for the lining is bright 
sheet tin, although an aluminum alloy 


sheet is to be preferred on account of its 
| non-rusting qualities \ polished surface 
' 


for the lining is important on account of 
| its reflecting properties 

The lining should be shaped to give at 
easy air flow if the horizontal discharg: 
outlet is used 

The ratio of free area of outlet to inlet 
should be about 2 to 1, with the outlet 
| area at least equal to the free area about 
| the loops of the radiator. 

The radiator will be found more effec 





tive if the enclosure is made tight fitting 
A cozy corner made more cozy by concealed radiation to the radiator. 


If the lining is of polished metal it 





sideration factors that do not enter in any l 
way into the ordinary problem of the de- | 
sign of a heating system. 

Architects and engineers in the past have 
“gotten by’”’ by the simple expedient of us- | 
ing a surplus quantity of surface, the usual 
rule being to add from twenty to forty } 
per cent to the estimated quantity of direct 
surface, the percentage depending entirely | 
upon the judgment of the one making the 
installation. | 

The writer, at this time, does not feel | 
that there is sufficient data available to | 
warrant making definite suggestions as to | 

| 





the method to employ in the desigh of en- 
closures further than that presented in his 
paper before the American Society of Heat- 
ing and Ventilating Engineers, and pub- 
lished in ‘‘Domestic Engineering” January 
31, 1925. It is possible, however, to enu- 
merate some of the factors affecting the 
design that perhaps were not sufficiently 
expanded in the prior article 

These factors are: 

1. Height, depth and spacing of the 
loops in the radiator. 

2. The insulation at the back and front 
of the radiator. 

3. The material of the lining. 

4. The shape of the interior of the en- 
closure. 








Showing hew beauty as well as comfort may be added to a home by 


5 roncealed radiation 
5. The proportions of the free area of ee | 


the air inlet and outlet. 
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ould be ed in its natural state, and the preferred color 

for the radiator i black The radiator and lining so 

treated w be found quite unobtrusive in appearance 


not he located where the 


obstructed by furniture 





\ corner ina 


golf club house showing concealed 


radiation 


ENCLOSURES INCREASE HEAT OUTPUT 
ie WRITER was privileged some veat 


ago to carry 


ome ex] ental research on the effect of en 

closing direct 1 or ! d I then h 
rated on ! I ! obser ion of 

! itions in which he w nte \ the sugges 
or kiven above ive t « 1 and have 
n found to b ] } pra ipplication In 
fact it has beer { | \ t} re properly 
owed that I ! radi ! i ‘ apparent 
rease in hea etfs ind ¢ bu on occasion in 
recent vea the iter 1 to install a 
Tf amount of irtac bee ise of cond ons imposed 
D the enclosure t] exception being when a 45-inch 
higl radiator was equired on account of space condi 
tion Due to a condition of this character, ten per cent 
more surface was installed, but subsequently, 1 Its have 
hown that this was unnecessary for the room in ques 
tlon a large dining room heated up much more freely 


than any other room in that section of the building See 


head of 
the 


home, a radiator was placed in an enclosure in 


illustration at the this article 


In an installation of enclosed type in the writer's 


the lower 


part of a bookcase, with open shelving above. The enclo 


sure is well insulated in order to protect the books from 
heat, and after three years use there is absolutely no 
indication of injury to the books, either from dust or 
heat, and whenever examined, the books have never been 
found to be above the temperature of the room It has 
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the heating effect 

larger radiator installed 
the the 
it has been repeatedly demonstrated that the heat 
fect of the markedly 


also been possible to compare 


radiator with a somewhat 


usual direct fashion at other end of roon 


enclosed radiator is super 


that of the larger, direct radiator 
It has of course been impossible to make a tru: 
tific comparison of the two radiators, but owing to 


similarity in situation and capacity, there hav: 


found frequent opportunities over a period of three 
to make definite their re 


very approximations on 


heating effect 
The 


of radiator, 


the enclosed 


standpoint alone, com: 


very pronounced superiority of 
from an esthetic 
but if it has also a larger than or 
that of the 


almost universal adoption will be 


its wide adoption 


equal heat emission to direct type, th 


but a matter of 


until the public has become acquainted with its suy 


advantage 


As a general rule, enclosures as now constructed 
more expensive than installation of the simple 
radiator, but as the use of this type becomes mori 


eral, designs will in all probability be made that wil! 
materially reduce the cost of their installation, and 
enclosed radiators becomes 


superiority of recognize: 


increased cost will be naturally absorbed as in the « 


all recognized improvements in heating and ventilatis 


well as in all other industries 





house 


club 


Concealed radiation in a 


As their development progresses, it is quite pr 


that enclosures will be so designed and their locat 
selected that they will not obtrude into the usabl 
of the room This will mean that they will be | 
in wall spaces, in the lower parts of bookcases, in 
or in the unused space under stairs, and in the now 


common location, in window recesses 
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= ENCLOSED *RADI- at all adaptable. This is a point that the manufacturers 
NS INSULATED, TOP ATORS IN A will realize as the increasing demand for enclosed radia 
 S CHURCH tors forces them to action. Of the present designs, the 
S HE WRITER _ steam type is preferable, on account of its greater free 
S GRILL ¥ e in mind an area at the top of the radiator. It is impossible to tell 
SS installation in a however, without adequate research, just what would be 
S handsome church the best relationship between heating surface and free 
S edifice where the area, and in fact, it would practically be folly to attempt 
L : entire wall surface to design a radiator for use with an enclosure without 
N of a large assembly first having recourse to an extended 1 hh, for the in 
~ room, to a height of volved conditions affecting the operation of an enclosed 
SY three feet from the radiator, preclude any attempt at ex n in the work 
floor, is taken up by ing out of the design unless the eff of each detail 
the radiator en is accurately determined as the de | developed 
4 closures. The wall 
a __. was so designed that PECULIARITIES OF ENCLOSED RADIATORS 
A cross section of a radiator shield, there was practically () NE of the most remarkable phenomena encountered 
one object of which is to prevent no obtrusion into the in the enclosed type of rad is the apparent 
dust ond dirt from being driven up- space of the room effect of some obscure combination factor upon the 
ward by the hot blast The effect was very relationship of heat input to heat outp No two authori 
pleasing ties are in agreement as to. the reason for this 
From an engineering standpoint however, the archi phenomenon, and some taboo the idea entirely as in 
ect made the mistake of using a grill over the entire conflict with the laws of conser ion of energy, but the 
surfaces of the radiators, and the further mistake of fact remains, that when two enclosed types of radiation 
etting the radiators below the top of the baseboard, while are compared under as exactly equal conditions as hav 
so far been attained, or when an enclosed radiator i 
compared with an ordinary direct radiator, certain fea 
tures of the construction will cau ol radiator to pro 
duce a higher temperature in the room than the other 
and at the same time condense It team per hou 
The most logical explanation offered is that the ap 
parently higher efficiency of the one radiator is due to 
the loss from the other radiator of unscreened radiant 
heat through window and walls, a le that is pre 
(Continued on Page 40) 
These cnbinets are made entirely of steel, 1/16 in. thick, The 
surface is covered with five Inyers of baked enamel, which 
is then finished in mahogany, Circassian walnut or ivery 
the grill extended from that line upward. This in effect, 
nullified the value of the surfaces at the lower parts 
of the radiators, and the use of the full grill over the 
front gave the effect of a direct radiator with part of 
its effective surface smothered As the architect insisted 
upon this treatment, the only recourse was to put in 
sufficient surface to make up the deficiency. So far, there 
have been no complaints on the quantity of heat in the 
room, although the past season did not have sufficiently 
low temperatures during the period the room was in 
use to give an adequate test. 
A feature possible of development, one that will be 
a very desirable adjunct to the enclosed type, is the con 
trol of the heat emission by dampers rather than by 
valve When the enclosure is well insulated, the heat 
transinission through its walls is very small, and if the 
two openings to the enclosure, are provided with tight 
fitting dampers, or if but one, the outlet, is so equipped, 
the control of the heat emission will be much mere sensi- 
tive than is now possible with the usual valve control. 
One manufacturer of a portable type of enclosure has 
very successfully utilized this idea and has adapted it 
to thermostatic control in a very practical and compact 
arrangement. 
Another natural development of the enclosed type will sila a — 
be the utilization of radiators adapted to this service. A radiater shield tn a modern home 
The present column types are not as effective as can be — 


. — OD -——_ ort» im — 
designed, and the most of the present wall types are not | — — sia sinks 
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Delegates and guests attending the Fourth Annual Conference of Presidents and Secretaries at Evansville, Ind., January 11, 
12 and 13 


Secretaries Meet at Evansville 


WO points were especially stressed at the fourth 

annual conference of Presidents and Secretaries of 

state and local associations of plumbing and heating 
contractors, held at Evansville, Ind., on January 11, 12 and 
13. In the first place, to improve conditions in the indus- 
try and keep the relations between contractor, wholesaler 
and manufacturer on a proper basis, the plumbing and heat- 
This will 
improve first local and consequently national conditions. 
fetter business methods throughout the country will fol- 


ing contractor must better his own methods. 


low only as every association does its part. 

The other point which received a great deal of attention 
was the advantage of greater co-operation between all par- 
ties interested in the advancement of the plumbing and 
heating business. The necessity was strongly emphasized 
that co-operation among the various branches of the indus- 
try will bring about improved business conditions. 

Albert J. Wilson, San Francisco, vice-president, National 
Association of Master Plumbers, was chairman of the con- 
ference and presided at all the meetings. He spoke briefly 
of the importan¢e of the secretaries to their associations 
Henry E. Longley, Wilmington, N. C., president, National 
Association of Master Plumbers, said this was one of the 
most important meetings to the plumbing and heating 
industries. The last year had shown great progress by 
many associations, especially in the southeastern section of 
the country. 

J. B. Walker, secretary, Heating and Piping Contractors 
Pittsburgh Association, Pittsburgh, Pa., read a message 
from Frank A. Merrill, president, and from Henry B. 
Gombers, secretary, Heating and Piping Contractors Na- 
tional Association, expressing their interest in association 
work. Mr. Merrill said associations were changing from a 
narrow to a broader viewpoint, and the Heating and Piping 
Contractors National Association has helped to improve 
business conditions Secretaries, he felt, have a great 
opportunity to help the industry. A paid secretary should 


be actually an association manager. Mr. Walker reported 
a growing interest on the part of heating and piping con 
tractors in the work of the Trade Extension Bureau 

Mrs. E. D. Hornbrook, Kansas City, president, Women’s 

National Auxiliary, sent a message to the conference. John 
Graham, director National Association of Master Plumbers, 
Pittsburgh, Pa., told the conference of the _ splendid 
progress in apprentice training being made in Penn 
sylvania. Robert H. Pflug-Felder, secretary, Philadelphia 
Master Plumbers Association, submitted a paper telling 
of the credit bureau of his association. H.S. Lynn, secre 
tary, Denver, Colo., Master Plumbers’ Association, told of 
the similar success in that city. 
' John J. Vogelpohl, former National president, and presi 
dent of the Trade Extension Bureau, said that today pro- 
duction is greater than some years ago, while the number 
of master plumbers is less. As a result, many installations 
are being done by outsiders even though in some cases 
such installations are technically unsound. Master plumb 
ers should tell their problems and their qualifications to 
their fellow citizens by taking part in association and 
civic affairs. 

Henry E. Longley, president of the National Association 
of Master Plumbers, discussed the resolution adopted by 
the National Association at Portland, Ore., last June, to 
make a “wholesaler a wholesaler.’”’ He urged local associa- 
tions to study the resolution as he regarded it as one of 
the most important actions taken by the National Associa 
tion for some years. George F. Reeke, Green Bay, Wis 
former director National Association of Master Plumbers, 
also spoke on this resolution and likewise suggested that 
the resale price question be referred to the same body 


DUTIES OF THE SECRETARY 


ALTER D. BURR, president, Wirebound Box Manu 
facturers’ Association, Chicago, Ill., talked on the 


association manager, or secretary. He said that the re 
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quirements of a successful association were: a definite 
plan, determination to do the thing that it sets out to do, a 
good, business-like organization and plenty of money to 
enable it to function. He stated that the mistakes most 
common among associations in general are: a loose organi- 
zation, false economy, failure to sell the association to a 
representative number of the trade and cliques. 

The secretary, in his opinion, has the responsibility of 
preaking up four obstacles: Aloofness, some think they 
are above joining; selfishness, some do not want to pass 
along ideas to their competitors; secretiveness, some do 
not want others to see how their plants are operated; non 

















Top picture, left to right: Wilbur R. Dosher, secretary, N. A. 
M. P.; John J. Vogelpohl, president, T. E. B., and Wm. J. 
Woolley, past manager, T. E. B., and vice-president, Wolff 
Mfg. Corp., Chicago.—Middle picture: W. L. Clucas, president- 
elect, M. P. A., St. Louis, Mo.; Henry E. Longley, president, 
N. A. M. P.; F. M. McLoughlin, secretary, Manhattan Axssn., 
New York City, and Geo. F. Reeke, Green Bay, Wis., member, 
T. E. B. board.—Lower picture: H. 8S. Lynn, secretary, M. P. A., 
Denver, Colo.; William G. Bergner, secretary-manager, T. E. 
nh. W. F. Henderson, president, Gary Society of Sanitary 
Engineers, Gary, Ind., and J, Daniels, secretary of the same 
society 


attendance at meetings, one of the most difficult problems 
that a secretary has to solve. The secretary by rights 
should be called general manager, in Mr. Burr’s opinion. 

The duty of a secretary is to fill the following bill: 
Obtain new members and hold old ones; collect revenue 
and make a budget for the year; find new markets for 
the products of members of the association and show them 
how to get fair prices; know something about cost account- 
ing and be able to explain the value of it to his associa- 
tion; originate new ideas through his own initiative and be 
something of an orator in order to win support for his 
ideas; keep peace and decide disputes; get out publica- 
“ons and letters and so must be able to write well; must 
be popular with the membership and have a good office 
organization. No association, he felt, is stronger than its 
secretary. In reply to questions, he added that dues 
Should be based on the volume of business that a firm 
does, and that they should be 25 to 50 per cent higher 
than the estimated cost of running the association in order 
'o take care of any lean period when the association is 
most needed. 


DOMESTIC ENGINEERING 


tht 
os 


E. R. Herske, manager, Heating & Piping Contractors 
Cleveland Association, Cleveland, Ohio, said that he be- 
lieved secretaries are entitled to higher wages if by their 
initiative and hard work they bring more profit to members 
of their organization. 

John E. Green, president, Michigan association of master 
plumbers, Detroit, Mich., said that the dues in Detroit are 
fixed according to the volume of business, at the following 
scale: under $25,000 dues are $6 per month; $25,000 to 
$50,000 dues are $15 per month; $50,000 to $75,000 dues 
are $20 per month; $75,000 to $100,000 dues are $25 per 
month, and $100,000 and over dues are $30 per month 

George F. Roser, secretary, Louisville Master Plumbers’ 
Association, Louisville, Ky., said that a firm should pay 
dues according to the amount of business that it does 


GAS COMPANIES WILL TEST APPLIANCES 

AJOR ALEXANDER FORWARD, secretary-manager, 
M American Gas Association, New York, told of the 
advantages of co-operation between the gas companies 
and the plumbing and heating contractors. The American 
Gas Association has established a laboratory in Cleveland, 
Ohio, in which to test gas appliances, and the job now 





Top picture, left to right: Frank 8S. Prior, president, Ohio 
State A. of M. P., Akron, Ohio; A. W. Woolfgang, fleldman, 
T. E. Bu; Eb Ellen, secretary, Ohio State A. of M. P., Cleve- 
land, Ohio, and R. J. Moran, secretary, Heating and Piping 
Contractors Association, Buffalo, N. Y¥.—Middle picture: W. 
M. Daly, vice-president, St. Louis M. P. A., Kirkwood, Mo.; 
K. J. Blake, executive secretary, M. P. A., St. Louis, Mo.; 
Jos. A. Lynch, M. P. A., St Louis, Mo, and A. J. Johnson, 
Heating and Piping Contractors Association, Minneapolis, 
Minn.—Bottom picture: D. C. Fulmer, secretary, Heating and 
Piping Contractors Association, Syracuse, N. Y.; E. A. de Ia 
Ruelle, business mannger, Heating and Piping Contractors 
Assoctation, Milwaukee, Wis.; B. Y. Kinzey, secretary, M. P. 
A., Richmond, Va., and E, L. Bowman, T. E. B. 


remains of educating dealers and consumers to use appli 
ances which have passed satisfactory engineering tests. 

It takes one week for the American Gas Association to 
test one gas range. Specifications were approved in New 
York on January 8, and the new Cleveland laboratory is 
now in service, Water heaters, room heaters and central 
heating plants will be tested by the association. Gas com- 

(Continued on Page 65) 
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Let the Home Be as 
Efficient as the Office 


ANY a housewife reaches the end 

of the day exhausted—and it is_ | 

this constant depletion of energy 
which results in breakdowns. 

Frequently exhaustion is brought on by 
inefficient household appliances. This mod- 
ern plumbing and heating establishment has 
many appliances to lighten the day’s work: 
enamel and china ware easily kept clean, 
laundry trays, water heaters, automatic heat 
control devices—all savers of energy. 


If you are over-tired every evening, look 





over your household equipment and see that 

he Bt it is efficient in every respect. Then come 
he Story d 

of the Bath” in and see our complete displays. 

ill give 

| you a de- 

lightful hour (In this space your Name, 

of reading. : 

It isn't ad- 

rtis 


Telephone, and 


Address ) 











The Advertising Editorials Are 
for Your Use 


 \ VFN if you do not use the illustrations, you can make good use of 
E the copy for blotters, envelope stuffers, post cards, etc, You might 
even use it for newspaper copy without the illustrations—although we 
would strongly urge that the illustrations add effectiveness in competing 
with the other advertising in your newspaper It costs only $4.20 for 
12 illustrations. The Bath a Day slogan cut is 20c to users of the 
Advertising Editorial illustrations. But whether or not you use the 
illustrations, make use of the copy. It’s published for you. 

The Advertising Editorials are timely—from week to week touching 
on subjects of [Immediate interest. 
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One a Week—No. 46 





A house organ published in our fie! says 
“Direct mail is the shortest route.” {hat js 
its advantage: It is direct. It can he sent 


to those whom you know will be interested 
Send out a dozen or so of the following let 
ters to homes where there ought to he up 
to-date equipment. 


JOHN BROW 


Plumbing Heating 


Two Rivers, N. \ 
January 23, 1926 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Do you reach the end of the day exhausted? 
It is this daily depletion of energy which re 
sults in breakdowns. And frequently this 
exhaustion is brought on by inefficient house- 
hold appliances. 

This modern plumbing and heating estab- 
lishment has many devices to lighten the 
day’s work. Enamel and china ware easily 
kept clean, laundry trays, water heaters, auto 
matic heat control devices—all savers of 
energy. 

let the home be as efficient as the office 
the work in the home is important to the well- 
being of the family. 

Won't you come in and look over our com 
plete displays? 

Very truly your 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 67 


O-ORDINATION is one of the best ys to 
C make your advertising appropriat ffe 
tive. If you use the Advertising Editor f 
low it with the Sales Letter and with t! Adlet 
you will have made three separate approaches 
to the same sales problem. Each week thie thr 
cover the same topic. Try it out. It will make 
your advertising produce more busine: { 
out the Adlet below, add your name, ¢: hone 


number and address and hand it to yo 





'Is Your Home Convenient! 


| Or do you reach the end of the day 
| exhausted because you do not have « 
venient equipment? We have a 

| plete display of time- and energy 
ing appliances. 
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| 
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This is the office of the Harding Heating Co., Greensboro, N.C. It is in the best office building in the locality 


Keeping Everlastingly At It 


MILT MARVELS fells this story about a 
heating company which operates its 
business a little differently 


has been much promoted with reference to adver- 
tising. It is needless to say that it will apply 
to success in any undertaking, be it knitting, building a 
railroad, or building up a business in our own field. It 
is the formula which the Harding Heating Company, of 
Greensboro, N. C., has followed sipce the first day of 
June, 1923, under its guiding spirit, Edward R. Harding. 
As the name of the company implies, the business is 
confined to heating contracting, and to the sale of some 
heating specialties and hot water supply equipment. But 
the brand of thinking which goes into the conduct of the 
business isn’t “confined” in any way. It’s broad-gauge 
thinking, and it’s thorough; and its results are available 
to anyone who wants to apply the same brand to his own 
ty the process of adopting a policy and con- 
sistently applying it, they have succeeded in building up a 
hice business, although the company is not an old one. 


“k EEPING everlastingly at it” is a formula which 


business. 


FIRST SEVEN MONTHS PROMISING 
66 E STARTED in business on June 1, 1923,” says 

Wi wr. Harding, “and during the period of seven 
months of 1923 that we were in business we did a gross 
business of $35,000, figuring an approximate overhead of 
20%, and showing a net profit at the end of this period, 
after taking our.salaries and other expenses off, of $2,289, 
which we figured was a fairly good showing from the 
small start which we made.” 

I should say that at seven months the business was a 
lusty youngster, with the blood of good health in its 
veins. Certainly it wasn't suffering from that anemic con 
dition which results from failing to figure in overhead and 
profit on jobs done. Profits are the life-blood of business; 
without them the only thing that will keep it going is the 
constant transfusion of new capital—and new capital isn’t 
readily forthcoming for a business that has a profit and 
loss statement which shows no profit. 











26 DOMESTIC 


When a man establishes his own business, he stands 
at a very critical point From that time forward his 
errors of judgment will come out of his own income 


That is a part of the price he pays for his new independ 
ence. From then on all of the problems of management 
Whether he shall 


much he shall spend for advertising 


and merchandising are his to solve 


advertise, and how 


what equipment he will need; how he will figure overhead 


and profit: how he will meet the need for ready cash In 
order to discount bills: whether he will borrow from the 
bank or try to carry his own obligations on his own 
capital, if he has sufficient; what stock he will carry-—all 


these are questions he now must solve for himself It 
makes him think, doesn’t it? And the quality of his 
thinking, and the consistency with which he keeps at it, 


will decide the measure of his success 

The 
equipment of first-class quality and of sufficient quantity 
of $50,000 


Harding Heating Company started with a _ tool 


to take care of a volume worth of business 


It was decided to maintain no sales 


room as they figured that the expense 


ENGINEERING 


Januar Ye 


They do this constantly, says Mr. Harding, and 
that they may keep their sales message fresh in t! 
of the architects they send out a circular letter 
month. Here, of course, is that ‘keeping everlast i: 


n order 
minds 
nce a 


gly at 


it’ applied. You know, I find that many a business hous¢ 
has an idea that people who ought to, do know al! about 
it and its service They point with pride to a list of 
“satisfied users,’’ and indicate that their advertising comes 


from that list. 

In the meantime, a couple of dozen other companies, ip 
the same line of business, are peppering away at |} 
with their sales messages, perhaps offering ‘‘special in 
and certainly doing everything in their power 
to upset the notion that this company which lists them as 

user” is, perhaps, anywhere near the top of 

the list when it comes to the virtues which make people 
And occasionally some of those “satisfied 
must drop away—else where do the new firms get their 
And even if the people on that list do recom 
mend other people, those other people 


at list 
ducements,”’ 
a “‘satisfied 
buy. 


users” 


business? 





would not bring in enough of a re 


MILT 


turn as they intended to conduct the 


business. This may seem at variance 


must be dropping off someone's list 
of “satisfied users.’’ See what I'm 


getting at? Not only the early bird, 
but the bird who keeps everlastingly 


SAYS: 


with my constant thought that a Profits are the life-blood of at it, catches the worm. 
salesroom produces business But business. 

conditions vary, and whether a man New capital isn’t forthcom- MAKING USE OF SATISFIED 
is right or not will be evident from CUSTOMERS 


the results he is able to secure 


Instead of a store, office space was nO profit. 
taken in the best office building in the 

the best 
fitted for 
Tools and 


locality and equipped with 


fixtures obtainable, and 


modern business methods 


what stock was carried were placed 

2 ee that there’s nothing to adver- 
moderate cost An aulomobile was aes 

secured to be used in going after busi tising 

ness and in getting around to the produce miracles—-both are 
jobs; a contract with a local draying wrong. 


firm was made to handle all carting 


SALES TACTICS 


O MUCH for the operating details 
wJ The method immediately 
adopted was to get 


world. 


sale : 
wings brings 


in touch with all 
the architects, to become acquainted 





ing for a business that shows 


**Satisfied customers’’ must 
occasionally drop away—else 
where do new firms get cus- 
tomers? Keep them sold. 

One class of people thinks 


another expects it to 
Guesswork is the way to the 
“‘bone yard’’ of the business 
Keeping everlastingly at it 


success— whether 
knitting or building a rail- 


URING the seven 
D 1923 after the 
founded, the gross volume was $35,- 
000. Having found the methods they 
adopted so successful, they continued 
them into 1924 and at the end of the 
year the gross volume was $76,356 

—~which, as Mr. Harding remarks, 
‘proves the results of the methods 
we adopted.” 

About that list of satisfied 
again, the Harding Heating Company 
doesn’t discount its worth. But in- 
stead of hoping that the people who 
are on it will take the initiative and 


months of 


business was 


users 


tell the world about the fine and 
in efficient work turned out by Hard- 
ing, the company uses that work 


very carefully in its own advertising. 
The mailing list is in process of being 
gathered—a mighty fine process. The 








with them, and to acquaint them with road. 
the methods of the company in con 
ducting its business I asked Mr 
Harding just how they went about this. He says 
“Our sales tactics with the architects were about as 


follows: We have called on practically all of them per 
sonally and had a talk with them relative to ourselves, in 
an effort to sell ourselves to them, just the same as we 
would some piece of merchandise, if we were selling mer 
chandise.’ 

The next problem, of course, was to keep in touch with 
all possible business. This is done through the various 
reports of building activities available, through the proper 
city offices, architects’ offices, newspaper advertising, and 
so on. In regard to this, Mr. Harding says: ‘In watching 
for prospective jobs, when we run into one on which we 
find architect, the 
some get in the 
letting him know that we know about the job and that we 
want to submit our heating proposal on the job in ques- 
tion at the the manner which is 


designated.”’ 


there is an either through owner or 


other source we touch with architect, 


proper time and in 


names which will go into it will be 
selected carefully and with a knowledge of their worth. 
Mr. Harding’s thought that “a mailing list and 
judicious newspaper advertising are the best ways to in 
crease business.” 


It is 


I like Mr. Harding’s viewpoint about advertising. A 
lot of us think of advertising with two extreme viewpoints 
in mind. One class of us thinks that there’s absolutely 
nothing in advertising. Among these, of course, is the 
class which depends upon the “satisfied users” to bring in 
the business. The other class not only believes in 
advertising, but looks to advertising to produce miracles 
It may be said that in some cases advertising has come 
very near to that goal. But the great mass of successful 
advertising is that which piles up prestige and reinforces 
with each repetition the sales message of the advertiser 
Mr. Harding takes this conservative view of the matter 
He believes in advertising, but he doesn’t expect that the 
day after his weekly advertisement appears in the news 


new 


(Continued on Page 45) 














—ELECTRIC 


N PICTURE-story No. 27 on the manufacture of brass 
pipe, the method of casting by means of pit furnaces 
was described. The smaller of the two illustrations 

on this page recalls this process. 

Recently, however, the electric furnaces have come into 
prominence, and in some casting shops have 


No. 28 in a series of Picture-Stories 
on the manufacture of BRASS PIPE 








FURNACES = 


and so allow more water to pass through their dwellings 
than they were entitled to The result was that the cits 
fathers passed an ordinance requiring that brass be used 
instead of lead. Brass being much harder than lead, it 
was difficult for the water user to enlarge the opening 


A great many advances have been made 

















supplanted the pit furnaces entirely. The = ¢ in the manner of smelting, casting and 
larger illustration shows a line of elec- working of brass since that time, one of the 
trical furnaces in a modern casting shop. =: r greatest advances being the electric furnace 
Brass was made for a great many years : Ue ni pictured here. 

in open crucibles. Crude as the methods Lm ~>h) The first successful smelting of brass by 
were in the days of ancient Rome, brass electrical means is said to have taken place 
was used in plumbing, and there were city j in the United States in 1916, and many 
ordinances relating to the use of brass and ) ’ brass foundries are now fitted throughout 
its use in connection with water pipes. ° Hi) with equipment for this new proce 


Even the water meter was a device of In the early days, after brass was melted 
those days which the plumber was called in crucibles, it was cast into shells and 
upon to install. Crude though it was, it | ; drawn into pipes of the proper size Thi 
served the purpose. It consisted of a short '# ™ [T/ pO Y was considered almost an art Each opera 
length of pipe called the ajutage. The oh A HHT F Ai tion, the mixing, melting, stirring and pour 
means for measuring the water was simply i HM \ ing was superintended by the master caster 
a hole in the pipe. The water flowed con- ar. i} i ! +] Following this, the ingots were fabricated 
tinually and the patron of the water supply ff o in| y and annealed. When a master had charg 
system of those days was charged for water, oY WN tH) . of these operations who was indeed a mas 
not according to the amount he used, but [2 Ne hy 7’ ter, the results left nothing to be desired 
according to the size of the opening in “¥ | Hi} i} But much depended upon the human factor 
the pipe. J : A man’s judgment and fitness might vary 


Human nature was no different those | ’ 


from one day to another, and so defects 


would occur. Today, however, the metals 





days, however, from what it is today and it 
was discovered that some of the water users 
would enlarge the opening in the lead pipe 


that go to make the brass are not mixed 


A line of pit furnaces in a 
modern casting plant 


together by rule of thumb. 





A line of electric brass furnaces in a modern brass casting shop 
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The Schoolmaster 


YE have quite an assortment of corrected drawings 
to discuss at this session of the Class They in 








Fig. 1 clude 24 answers to the drawing proble: f the 
October 24 issue, which is the regular problem f atten- 
tion at this particular time, also 8 on the Oct. 10 problen 
3 on the Sept. 19 problem, 3 on the Sept. 5 prob an 








another still further back. 





The drawings submitted are as follows: 






















































































Fig. 1 Ernest Ellis, Wichita, Kans. 
Fig. 2.—J. Frank Lonas, Knoxville, Tenn 
Fig. 3 John Misner, Miami, Fla. 
Fig. 4 Willie Montgomery, Bartlesville, Okla 
Fig. 5.—W. E. Glover, River Rouge, Mich 
Fig. 6.—R. A. Coen, Dayton, Ohio. 
Fig. 7.—Geo. E. Hardin, Humboldt, Kans 
Fig. 2 Fig. 8.—W. L. Rodgers, Green Bay, Wis 
Fig. 9.—G. W. Houck, Pottstown, Pa. 
Fig. 10.—H. J. Taylor, Flint, Mich. 
Fig. 11 ©. Lindahl, Oakland, Calif. 
Fig. 12 Frank W. Lau, Tampa, Fla. 
Fig. 13.—Nelson S. Townsend, Arlington, N. J. 
Fig. 14 “T. F. C.,” Long Beach, Calif. 
Fig. 15 Wm. Daniels, Bridgeport, Conn. 
Fig. 16.—-T. J. Fitzpatrick, Los Angeles, Calif. 
Fig. 17.-W. Rohde, Sonoma, Calif 
Fig. 18.—“R. T. H.,” Kersey, Colo. 
Fig. 19.—“H. J. B.,” Trenton, N. J 
Fig. 20 John CC. Wilson, Los Angeles, Calif 
Fig. 21 Fred Tisell, Galveston, Tex 
Fig. 22 Jack O'Brian, Roundup, Mont 
Fig. 23 Bob Padula, Albany, N. Y. 
Fig. 24.—W. H. Smith, Wilmington, Del. 
Fig. 25.—Ernest Ellis, Wichita, Kans. 
Fig. 26.—Willie Montgomery, Bartlesville, Okla 
Fig. 3 » 07 ie a . . 
Fig. 27. A. TD). Steiner, St. Petersburg, Fla. 
Fig. 28 Walter lL. Kenney, Philadelphia, Pa 
Fig. 29 John C. Wilson, Los Angeles, Calif. 
Fig. 30 “G. J." Youngstown, Ohio. 
Fig. 31 CC. O. Thomas, Venice, Calif. 
Fig. 32 John Misner, Miami, Fla. 
Fig. 33 Cc. O. Thomas, Venice, Calif. 
Fig. 34. A. B. Joss, Douglas, Ariz. 
Fig. 35 “M. J. B.,” Great Falls, Mont. 
Fig. 36 Rafal Miro, San Juan, P. R 
Fig. 37.—Ernest Ellis, Wichita, Kans. 
Fig. 38.—Jas. G. Dickie, Schenectady, N. Y. 
Fig. 39.—-Chas. Nicholas, Brooklyn, N. Y. 
These drawings come from eighteen different states 
California leads with eight, a fifth of the total numbe 
Kansas has four, Florida four, New York three, the re 
Fig. 4 mainder being distributed widely, one coming from Porto 
Rico, 
































\ 





TH Aes te 





rs 
Ll 








a 
c 
























































Vola 
Ne 
Te; 
beg 

% 
Nn, 
Np: 
ey : 


Fig. 6 





28 














and His Class - - 


DISCUSSION OF THE DRAWINGS 
PYXiiE DISCUSSION is as follows: One of the pitfalls 
| et for the unwary, in this problem, is the refrig- 
erator, P, in the basement As a matter of fact, the 
ba ent or cellar, is often no place for a refrigerator, 
and some plumbing codes recognize the fact, and prohibit 
ise there Nevertheless, refrigerators are often used 


in cellars. Figs. 1 and 3 are the only drawings which 
on the cellar refrigerator, and this we think to be the 
be plan. As it is shown connected in the other draw- 
ing we are not going to criticize this point, but will 


imply give attention to the method of connection 

we have repeatedly shown, when vents, especially 
water closet vents, have square bends at their lower turn 
ondensation, seale, rust, ete., cannot drain out from the 
vent, and partial closing of the vent may result. Many 
of the drawings show this error, and instead of mention 
ing it in each case, we will state here that it appears in 
Fig iS; S 2e, 2ay 2s 24, 28, LOy 32, Ba; Bb, 26, 27, 

36, 37 and 39. 

Only nine drawings show crown vents to any extent, 
and several of these are not at all bad in this respect 
This is very encouraging, for in some of the past problems 
the use of crown vents has been a serious matter. 

\ thing not so pleasing, however, is the venting shown 
in Figs. 5, 9, 24, 28, 30 and 38. As the criticism of this 
practice is lengthy, we will give it at this point, rather 
than separately under each of the six drawings Our 
criticism can be most clearly made by referring to Figs. 5, 
9 and 24. 

We refer to the mistaken belief that an S trap serving 
such fixtures as lavatories, sinks, wash trays, ete., when 
discharging into a soil or waste line served by a circuit 
vent, will be effectively vented by that circuit vent We 
claim that this is impossible, and in two very recent 
irticles, have emphatically taken sides against the prac 
tice We hope that each member of the Class will make 
a special point of reading these two articles. 

The point is, that to prevent liability of siphonage of 
the contents of a trap, air must be admitted at some point 
near the crown of the trap. and our contention is that in 
the case of these traps, this condition is in no wise met 
As a matter of fact, the S trap when unvented, presents 
the perfect form of a siphon, the middle section repre- 
senting the short arm of the siphon dipping down into the 
water, and the outlet the long arm of the siphon. All 
that is needed under these conditions, is that some 















































Fig. 12 
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Vig. 


Fig. 


Vig. 


Ss 


9 





















































































































































30 DOMESTIC ENGINEERING January 2) 1926 


siphonic influence shall be created, and the tr will 
siphon, partially or completely, according to the power of 
that influence. Such an influence might be set up hy the 
discharge of a heavy amount of waste past the entrance 
of one of these fixtures into the branch soil or wast: line 
In our opinion the practice is entirely wrong, but ever 
theless followed by a considerable number of citi: As 
Fig. 13 yet we have failed to get anyone to dispute our claiin, or 
even in any way to answer our argument. Please take 
it upon yourself to give us your side of the case 
Fig. 1.—-J and K, also 19 and 21, branch into the lead 
bend of a toilet. Separate waste entrance would be much 






















































































































































































better 11, 15 and 18 are crown-vented. It would be 
better to connect the main vent back into the stack, as 
in Fig. 3, instead of into the waste from Q. The refrig 
erators should be trapped. 10 has a long, flat waste, 
sure to stop up. There are several wet vents, Which seem 
to us O.K 

Fig. 2.—-Why not give J and M continuous vents, if it 
is practical to do so for 4, 7, 19 and 23? 24 and 25 
might well be connected double. The work is well done 

ste. 04 Fig. 3.—-Wet vents are evidently allowed in Miami, 
therefore, why not give D, M and 19 wet vents? The 
refrigerator stack should pass through the roof. In theory 
it might be O.K. to discharge the refrigerator waste into 
18, but this is a lavatory in another apartment, and there 
would be objection. Better discharge to a cellar drain 
G is altogether too far off to discharge to the refrigerator 
stack. On each one of the lines served by a circuit vent, 
the water closets are also vented in the regular way. the 
water closets being vented twice thereby. Naturally. one 
type of venting is sufficient. 

Class members are requested to send their draw 

Fig. 15 m early. In this article are drawings from problen 

published five or six months ago. 

“1G. 4.—Both refrigerator stacks should pass through 
kk the roof. B, D, G, 17 and 19 appear to have crown 
vents If practical to give J and 4 continuous vents, it 
would be possible with those three. Why not give C a 
stack-vent, also 3? 5 and 6, 17 and 18, also 25 and 26 
are branched into each other above the floor.. Would it 
not be a more natural method to connect each fixture 
directly into the horizontal branch line? 10 has too long 
and flat a waste. In our opinion it is not well to dis- 
charge refrigerators into a sink in common use, as Q. 
Wouble connections for H and I, N and O, as in Fig. 8, 
would be better. 

Fig. 16 Fig. 5.—The chief criticism concerns the venting of 
fixtures on branches that are circuit-vented. See general 
criticism earlier in the article. K, L and M should be 

anes = Sih ae 

_— 
Fig. 17 



































Fig. 18 
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yented. It is inconsistent to vent J and allow these three 
fixtures to go unvented. In our opinion O should be 
vent: A 4-in. vent up through the roof for 22, is ex- 
pensive. If Q is supposed to be vented by either or both 
of the 4-inch stacks, why vent 22 at all? 

F 6.—Apparently the bathtubs and shower baths 
have crown vents. Why not give ©, D, F and 5 stack 
yents? E and F, H and I, N and O, might have double 
connections as in Fig. 8. The refrigerator line should 
not discharge into such a fixture as the wash trays 
Better discharge them to a cellar drain. 11, 12, 13 and 
14 discharge into the vent stack, no doubt an oversight 

Fig. 7.—Q has a long flat waste. It would be better 
to connect direct into the house drain. The venting 
for the fixtures on the drinking fountain stack is faulty 
E and F are connected correctly, but the vent stack 
should rise above them before connecting into the waste 
stack. Fig. 8 shows a similar method of connections that 
is properly handled. Probably 6 could be stack-vented 
to advantage. We note several wet vents. There is a 
question whether 22 is adequately vented, likewise 2 
As a general thing, we believe that only one fixture is 
allowed to connect into a water closet vent, and in each 
of these cases there are two. 

Fig. 8.—A and J should be vented. Why not stack 
vent D, also 5? In each instance the stack is 4-inch, and 
no question therefore, as to the safety of the two fixtures 
in the matter of siphonage. Both refrigerator stacks 
should pass through the roof, but both should discharge 
into a floor drain, for it is wrong to discharge into the 
wash trays. The idea is that there would be trouble 
brewing when the wash trays were in use and waste 
from somebody else’s refrigerator discharged into the 
“wash.”” It would probably be more practical to run the 
stack for the drinking fountains directly through the 
roof. 27 should be vented. 


Fig. 9.—The chief difficulty here is with the venting of 
sinks, lavatories and wash trays that discharge into hori 
zontal branches served by circuit vents. See general re- 
marks on this subject. fach of the circuit vent ex 
tensions should rise above the top of the fixtures on the 
line, before connecting into the vent stack. The location 
of the refrigerator stack is poor, as it gives each re- 
frigerator a very long, flat waste which is sure to stop up. 
We cannot understand why it is considered necessary 
to vent Q and 22. If the venting provided is adequate 
for the remaining fixtures, why not for these? 

Fig. 10.—We think it would be O. K. to give D a stack- 
vent, same as C, for they enter a 4-inch stack. The vent 
connection for 14 should rise above the fixture before con- 
necting into the vertical vent, for as now connected, waste 
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Fig. 21 






























































Vig. 23 
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Fig. 25 Fig. 26 Fig. 27 Fig. 28 
can flow off through the vent The work is well handled Fig. 13 It would be better to connect the vent of A 
Fig. 11 The layout could be considerably improved into the branch vent than to make a separate roof open 
Apparently an attempt has been made to give some of the ing for it ( might well be stack-vented. J, M, 4 and 7 
lines of fixtures circuit vents, but inasmuch as the water have crown vents, Drinking fountains should be trapped 
closets and urinals are also vented in the regular manner As connected, 1 and 10 have too long and too flat wastes 
we cannot see any reason for this The circuit vent ex 6 and 7 could be stack-vented. The vents for 12 and 
tensions should rise above the fixtures before entering the 13 should not branch into each other below the top of 
vent stack, as in Fig. 5 Many of the traps are crown the fixtures vented As at present connected, waste may 


vented. The refrigerator stacks should pass through the flow from either fixture through the vent connection. A 
roof. The arrangement of the drinking fountains, also F saving could be made by using a P trap for 26, and con 


and O, is not good Fig. 10 shows a very much better necting into the foot of the vent stack, as in Figs. 7 and 8 
method If 7 and 8 are allowed to connect as shown, C Fig. 14 A saving could be made by connecting B 
and D, 3 and 4, 5 and 6, also J and K might well be con directly into the stack, and in like manner C and 1). Too 
nected in the same manner It would be profitable to much vertical piping is used, there being no less than 16 
study the other layouts, such as Figs. 8 and 10 vertical lines. The fixtures C, D, K, L and M are vented 
too extravagantly-—a single vent stack would do the work 

ee snare as eT dies i rf = In a note accompanying the drawing, it is stated that the 
ts fy ie — i eieger? ee eae | fi ~ refrigerator stack should not open within 5 ft. of any 
other stack We do not recall having seen any require 

a ee ment of this character touched upon by any plumbing code 

NIG. 12 The layout does not really seem to be a we have seen, but believe the point to be well taken. A 
|: practical one, and it does not seem to us that it would saving would result from connecting 23 into the foot of 
be natural or even possible to string the plumbing con the vent stack, thus saving the fixture vent. We would 
nections across the entire width of the building as here look upon it as good practice to stack-vent 4 In three 
shown Perhaps our meaning will be understood by com instances lavatories are connected into water closet vents 
paring the layout with a more systematic arrangement of \ note states that this practice is not allowed, but that 
stacks, such as shown in Fig. 10 For convenience, it personally it is looked upon as O. K. We also take the 


is better to discharge the refrigerators into a cellar drain latter view, and would also consider it good practice to 
than into a sink in common use. Why not cut out the wet-vent 19. 
quare turn below and at the right of 27? Fig. 15.—Refrigerator stacks should pass through roof 
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More fun 
than a barrel of monkeys 


You have heard the expression ‘“‘More fun than a barrel of 
monkeys.”’ 





It’s an old, old story with most of us. 


But did you ever stop to consider that M-VB Closet Tank 
Fittings will yield ‘‘more fun than a barrel of monkeys’’? 


How’s that? You ask? 


Because it’s a pleasure to install them, knowing the reputation 
they have for silent, dependable and enduring service; the 
satisfaction they are giving to millions is the satisfaction which 
you are anxious to give your customers. 


It’s fun to be in business when your customers are pleased and 
happy with your work-——isn’t it? 


Ask your jobber to furnish you with 


Genuine M-VB Fittings 


MORENCY-VAN BUREN MFG. DIV. 


SCOVILL MANUFACTURING COMPANY 
STURGIS, MICHIGAN 
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Get the Original and 
You Get the Best 


Beaton ¢& Cadwell No. 10 
“PERFECTION” Floor and 
Ceiling Plates are the result 
of twenty-five years of manu- 
facturing experience on the 
part of the originators of the 
hinged plate. 


Leading Heating Engineers 
specify the No. 10 “PERFEC- 
TION” for their most impor- 
tant installations. They can- 
not afford to use anything else. 
They must be sure that the 
equipment they install will 
give permanent Satisfaction 
under all conditions. 


They get the original and they 
get the best. 


Practically our entire line of floor 
plates, air valves, towel bars and 
flush valves are shown in the 1926 
—— 3 DOMESTIC ENGINEERING CAT 
> ae haa, “aa ALOG DIRECTORY, pages 484, 485 
+ ee - imal and 941. Reprints, punched to fit 
T. E. B. Loose Leaf Catalog, sup 

plied on request. 
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Fig. 33 Fig. 34 


Why vent such fixtures as C, D, 4, 5, 8 and 9? They are 
all top fixtures close to stacks of large size. To stack-vent 
these fixtures would be fine, giving a better job at less 
expense. Connection of drinking fountains, with F, O and 
Q as in Fig. 14 would be simpler and better. By con 
necting 23 into the foot of the vent stack, the vent for 
23 could be omitted. It seems to us that a job laid out 
more as Fig. 8 is, with a vertical vent stack running up 
close by each waste or soil stack, is more systematic and 
more practical than when run without order, as in this 
case 

Fig. 16.—-The criticism just made concerning vent 
stacks in Fig. 15, seems to us to apply here. Top fix 
ture D, also possibly 4 and 6, by connecting directly to the 
stack and thereby becoming wet-vented, could do away 
with their present venting, thus making a saving in ex- 
pense. J is crown 
vented. 

Fig. 17.—We would 
think it wise to con- 
nect D, B and 6 di- 
rectly to the nearby 
stack, thereby giving 
them a_ stack-vent. 
While often allowed, 
we do not like to see 
refrigerators discharge 
into wash trays or 
other fixtures in com- 
mon use. The point is 
discussed under Fig. 8. 
It seems to us the lay- 
out for this job is a bit 
better with the fixtures 
served by a_ greater 
number of stacks. 
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Fig. 35 Fig. 36 


It usually requires two months for all the drawings 
to come in on a certain problem, so do not expect to sce 
your drawing published as soon as it ts sent in. We have 


to wait for the late members 


IG. 19.—The last criticism of Fig. 18 applies here 
F D could connect into the stack without vent, as the 4 
inch stack would constitute an excellent vent. Why not 
connect K into the foot of the vent, same as Q? DPD, J 
M, H, I, N and O have crown vents. 1 and 10 should not 
connect directly into the drainage system. 

Fig. 20.—The largest roof pipe on this job is 2 14-inch 
Most plumbing ordinances require at least one 4-inch 
stack, running undiminished through the roof. The branch 
vents running to the basement fixtures have square bends 
at X and Y, which are not desirable, as there is no means 
for allowing condensa 
tion or scale to be car 
ried away, and_ the 
vent area may there 
fore become dimin 
ished The venting of 
§ is an unnecessary ex 
pense, as it should be 
stack-vented 

Fig. 21 A note 
states that G and P 
discharge into a large 
tile, connected up the 
same as an _ outside 
grease trap. Inasmuch 
as D and 4 discharge 
into 4-inch stacks, it 





seems to us that it 


would be good. prac 











Fig. 18.—G and P Fig. 37 , 
should not connect mi 
directly into the drainage system. Many 
of the traps are crown-vented. Why 
connect them in this way, when continu- X 
ous venting is so much better? F does 
hot require venting. 1 and 10 should 44. 
have a stack of their own so located as 
to make these two branches shorter, 
with better pitch. We do not like the “hy 
long horizontal soil lines at the right of {: t il] 
iss 





1 








the drawing. The work could be done Bypiaries 
better by using another stack, making vo 4____—_—— 














tice to connect the 























- | Fig. 38 trap directly into the 
_ stack, allowing the lat 
" ly ne ter to act as the vent. This is called 
. stack-venting. H and I, also N and O 
qo St W |! might be connected double to advan 
ey 
tage. 
o hy 1 Y Fig. 22 C and D are connected in 
} 4 i oy 
| this drawing as it seems to us they 
(lb in || should be connected, but many have 
ti not given D so simple a connection 
f Wet vents are to be noted in con 
@ |} f b siderable number, and in each instance 
i 


their use, in our opinion, is good prac 


the horizontal branches shorter Fig. 29 tice, althongh it will be clearly under 
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Peabody 
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Another Fine Hotel Is 
Sloan Valve Equipped 


WW. AHELSCHLAGER, In frih 
The builders of the new | 8 HUE PLUMBING ® HEATING CompaNy, The selection of Sloan 
Peabody Hotel selected | %-°-N#-S0N MaNuracruRiNG company, | Valves for the new Pea- 
its equipment with an body was influenced by 


eye to preserving the goodwill of the — their enviable record for long life and 
public throughout the life of the dependable service. 


building. 
Naturally, the exclusive features of the Sloan 
Valve carried the greater weight. The equip- 
Sloan Valves, of course, were installed ment of the finest hotels in the country in- 
over 700 of them. cludes the Sloan Valve because 


It cannot be held open 
It is self-adjusting to varying water pressures 


SLOAN VALVE COMPANY 


CHICAGO 
With branches in the principal cities of the United States and Canada 


Roval Fiusl) Valves 
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stood. that: many plumbing codes do not so look upon it. 
The layout is very good. 

Fig. 23 In our opinion, connection of D as in Fig. 22 
s preferable. Double connections for the drinking foun- 


tains d lavatories would be preferable. An excellent 
layout shown in Fig. 8, also 14. We note a wet vent 
connection betwen 5 and 6, and between 17 and 18. Why 


? 


not make a like connection between 3 and 4, 7 and 8, 23 
and 24° It would simplify the work. 9 is probably close 
enough to the stack to require no separate vent. 12 and 
13 are so vented that one will flush through the vent of 
the other. Their vents should not connect below the top 
f the water closets. 

Fig. 24 There is a circuit vent serving a line of fixtures 
n each floor, and on each line there is one or more sinks 
lavatories having S traps, which in our opinion are in no 
way vented by the circuit vent. Please refer to our re- 
marks on this subject in the general discussion. The 
lrinking fountains and other fixtures on the same stack 
hould be vented. When drinking fountains discharge into 
1 sink or floor drain, they need not be vented, however 
K, L and M should be vented. A six-inch house sewer is 
shown, but 5-inch would be ample we believe. 

Fig. 25.-—In our opinion, H and I require venting, also 
L,M, T and Al. O, El and F1 are crown-vented. 

Fig. 26 The refrigerator stack should pass through 
the roof. L, M, X and Al have crown vents. We do not 
consider that the drinking fountains require venting. If 
they are to be vented, however, the vent stack should rise 
above KE, the highest fixture on the stack, before connect 
ing into the waste stack. 

Fig. 27.—-This layout involves the question of venting 
in such a way that there may be some difference of opinion. 
The stack into which A and B discharge is 4-inch, and it 
therefore seems absolutely impossible that their discharge 
should create siphonic influence on Bl and Cl. The next 
stack, into which the shower baths discharge, is also 4- 
inch, but we think it would be the’ safer plan to vent T 
and U. The stack serving the drinking fountains and re- 
frigerators should not connect directly with the drainage 
system It would be better practice to connect the two 
main vent stacks into their main soil stacks, for then the 
foot of the vent stack would have any accumulation of 
scale etc., washed out of it. We take it that Al wastes 
into a sink inlet. Two of the G1 urinals might well be 
connected double. 

Fig. 28.—-There is an entire absence of venting in this 
layout No doubt a study and comparison of the other 
drawings will be of the greatest benefit. In the best 
modern plumbing installations, the full S trap and the 
% Strap are hardly to be found, nearly all of the present- 
day traps are either P traps or drum traps with horizontal 
outlets Return bends on the roof openings are un- 
necessary and of no benefit. The rain leaders should not 
connect into any stack carrying other drainage, but should 
run directly into the house drain. The 8-inch house drain 
is altogether too large, 5-inch being about right. 


ts now the largest plumbing class in the world 
whose drawings are not published receive their in 


frons and criticisms by mail, 


> 29 A and B could be double-connected to ad 








Vantage, also L and M, H and I, Bl and Cl, and two | 


of the G1 urinals. The vents for Q and F1 are taken 


off the wrong side of the trap. We would prefer to see | 


the stacks serving natural combinations or groups of fix- 
tures, for instance, it does not seem natural to discharge 
one of the bathroom fixtures to one stack, and the rest of 
them to another. 
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Type R-— Honeywell new 
Clock Thermostat with 
high grade thermometer. 





HOOKS Bay OF FO8O8 1080110908 10808 10 


Honeywell Reliability 
Assures Real Comfort 


The purpose of Automatic Tem- 
perature Regulation is to increase 
the householder’s comfort, to pro 
vide him with a convenience. 


If the equipment is complicated and 
unreliable, he suffers service an 
noyances and does not enjoy the 
comfort he paid for. 


You will avoid that possibility by 
selling Honeywell Controls. There 
is nothing on the market so simple, 
nothing so completely reliable. 


When you equip with Honeywell 
Controls the largest possible mea 
sure of convenience and comfort 
is assured. 


Sold only through the regular 
channels of the trade. 


The Honeywell Heating Specialties Co. 
Wabash, Indiana 


HOSOICIOCOR NOSE AO r KO OF OOOO QOH 


HONEYWELL 


Temperature Regulators 


It is significant that the majority of the important 
oil burners listed as standard ,by Underwriters’ 
Laboratories, Inc., are equipped with Honeywell 


Controls. 
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Backed by 25 years || 
aa Of “Vonufacturing } 
pelsperience 




















THERMOSTATIC TRAP 


Conceived, designed and built to a purpose — the elimi- 
nation of trap troubles — the Milvaco Thermostatic 
Trap embodies in its detail of construction, principal of 
operation, and accomplishment of purpose, a standard 
synonymous to the Milwaukee Valve Company. 


Backed by twenty-five years of manufacturing experience 
—A message with a meaning to the discriminating buyer. 


Bulletin No. 23 descriptive in detail of the Milvaco Ther- 
mostatic Trap will gladly be mailed you upon request. 


MILWAUKEE VALVE Co. 


MILWAUKEE, WISCONSIN, U.S.A. 
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Fic 30.—There is the mistaken idea of the effectiveness 
of the cireuit vent in this layout, alluded to in our general 
eriti« As an example of this, A and B are not vented 
by the circuit vent, neither are Q or Y. The situation is 
better with H and I, but still not good. In our opinion T 
should be vented. The refrigerator stack should pass 
through the roof. O, U and El should be vented. A main 
tack should be run for the stack into which F, G, H, 
connect, and the vents from the several fixtures con- 
nected into it. J is unvented, if it had a P trap it might 
connect into the stack without other vent. F1 should 
connect directly into the drainage system; when discharged 
to the cellar drain, it will soon create a very foul condi- 
tion. The connection of the circuit vent for G1 back into 
the house drain is poor practice, for a stoppage on the 
branch waste would allow one or more of the fixtures to 
discharge through this vent connection. 


sm. 


vent 


etc., 


Fig. 31.—If connected direct to the stack, above the con- 
nection of F, D would require no other vent. K is stack- 
vented, and therefore requires no separate vent. It seems 


to us that one vent stack for the right hand soil stack is 
sufficient. 

Fig. 32.—-The refrigerator stack should pass through the 
All the bathtubs and shower baths apparently have 
vents, also the urinals. It is preferable to dis- 
charge the refrigerators to a drain than into a 
fixture in common use. 

Fig. 33.—There seems to be a greater use of vertical 
vent lines than is necessary, for instance, the branch 
vents for 6 and 7, also 20, 21 and 22, might just as easily 
have been connected into the main vent stack, and saved 
the extra run up through the roof. In the same way, a 
saving could be made at the right of the layout. 

Fig. 34.—4 and 5 should have P traps, and connect 
directly into the stack. This would give them a stack-vent. 
17 and 18, also 31 and 32 might well be double-connected, 
same as 28 and 29. 13 and 16, also 14 do not require 
venting, for they do not have direct connection to the 
drainage system. 23 and 27 have crown vents. The vents 
for 9, 10, 15, 23, 28 and 29 could be turned to the right 
and connected to the vent stack at the right, thus saving 
one vent stack, and a roof opening. 

Fig. 35.—2 and 3, 9 and 10, 20 and 21, also 23 and 24 
have their vents connected together so low down that 
waste from one will pass through the vent connection of 
the other. In each case the vents should not be tied to- 
gether below the tops of the fixtures they serve. 6 should 
be stack-vented, also 10. The refrigerator stack should 
pass through the roof. 


roof 
crown 


cellar 


WELCOME THE MEMBER FROM PORTO RICO 


7 os 36.—This drawing comes all the way from Porto 
Rico. It is well thought out, and is a creditable piece 
of work. We note that the bathtubs and one of the lava- 
tories have crown vents. Instead of running separate 
stacks for the drinking fountains and refrigerators, they 
might be combined on one stack. Three groups of lava- 
tories are served by a single trap. While this is allowed 
in some cities, the best practice calls for a separate trap 
for each fixture. 

Fig. 37.—21 should be vented. Refrigerator drip pans 
Should be trapped. 7, 8 and 14 should be vented. 

Fig. 38.—The venting on this layout needs considerable 
attention, and we would suggest earnest study of the va- 
rious layouts here shown. Evidently it is supposed that 
this system is served by a series of circuit vents, but it is 
far from correct, and we refer to our general criticism 
earlier in the article. Always the circuit vent extension 
should rise above the fixtures before connecting into the 
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STRINGER 


HUB 
DRAINAGE FITTINGS 


MAKE 


EASY ROUGHING-IN 


NOTE :— 

Simply drop pipe into 
sleeved hub, screw into 
top fitting, caulk and the 
job is done. 


NOTE:— 


Oakum cannot possibly 
work thru joint, or pass 
end of pipe. 





No more cumbersome, awkward and expensive 
long-screw connections to swear at. 


Swear by STRINGER HUB DRAINAGE 
FITTINGS and SAVE yourself TIME and 
MONEY. 


Write today for Catalog ‘H”’ which illustrates fittings to 
meet the needs of your locality. 


STRINGER BROS. 
1100 West 38th Street - - 
Manufacturers of 
Economical Cast Iron Roughing-in Systems 
for any Type Building 
WAREHOUSES: Chicago, Ill., Gadsden, Ala. FACTORY: Gadeden, Ala. 


co. 


CHICAGO, ILL. 












| ModelNo.2 
Red Top 
Relief 
Valve 
For Hot 
Water 
Heating 
Systems 





“....the comfort 
the customer hopes for” 


A letter from a plumbing and heating contractor in Norris 
town, Pa., reads as follows: 


aaa 


“I wish to bear testimony to the fact that I have installed 
many Tanks in the Basement Heating Systems equipped with 
No. 2 Red Top Relief Valves and can say that they have 
proven their representation and even more so, because they 
have mg the satisfaction and comfort the customer hopes 
for. his being so, it is the best advertisement not only 
for myself, but for yourself as well. 


This experience is typical of those of hundreds of others 
who are making money by installing these highly efficient 
and economical systems. Send today for heating booklet 


NEPTUNE METER COMPANY 
50 E. 42nd STREET, NEW YORK CITY, N. Y 
Branch Offices in Principal Cities 


Red fop Relie? Valve 
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vent stack 18, 23, 34 and 36 should have a separate 
trap for each fixture Starting with the top floor, the 
stack at the left is the soil stack, and the one at the 
right the vent stack, but this is reversed on the lower 
floors 

Fig. 39 Most of the traps have crown vents. Good 


demands continuous vents. One of the top 
unvented, the one to the right 
does not need to be vented. The refrigerator stack should 

The vent stack for A and B is en- 
Each 


practice now 


floor water closets is and 


pass through the roof 


tirely unnecessary laundry tray should be sepa- 


rately trapped 
Calif., 


some 


Cc. O. Thomas, plumbing inspector of Venice, 


shown under the floor on 


Fig. 9, in 


inquires why traps are 


water closets illustrated in our article of Oct 


17 We 


to carry 


know just who should be named as the 


the burden of the responsibility for this 


don't 
“goat” 
error, but it will readily be admitted that the error is of 
we hardly need to ask that 


such a ridiculous nature that 


it be overlooked 


Concealed Radiation 
(Continued from Page 21) 


vented by the about the efficient one. 
But even this explanation does not satisfactorily answer 
every This 
single unsolved problem is of sufficient import in its bear- 


ing upon the subject of heating by radiation, to call for a 


enclosure more 


query in connection with the phenomenon. 


very thorough research 
But when we come to the question of research, it is 
first necessary to find the group in industry, to whom 


the research can be made of sufficient commercial value 
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them for the incurred. As 


the opening paragraphs, the radiator manufacturers could 


to repay expense stated in 


not see, in the years gone by, that the idea possessed this 
value and before they can be induced to take the risk 
it is that proof advanced 
is reasonable assurance of fair return. 


obvious must be that there 


At present we are confronted with a simple dollars- 
The public will be the largest ulti- 


the manufacturer 


and-cents problem. 


mate gainer, but it is only to that 


we can look for the incentive to conduct such research 
and it is upon them that the risk must fall. But it is 
also reasonable to assume that there will be no lack of 


inspiration to take the risk if they can see in the demand, 
From the point of view of 
those who have been in close touch with the development 
the rapidly approac 
will be a decided stimulus to this 
they believe that we can look for adequate research that 


prospects for future expansion. 


of enclosed radiators, time is 


hing 
when there idea, and 
will place the entire subject of enclosed types of radiation 
upon a definite, scientific basis. 

To offer a prophecy in this 
province of the writer, but the unusually rapid 
in the demand for this type of radiation within the last 


connection is hardly the 


increase 


ten years, and the undoubted stimulus that would result 
could adequate research be obtained, leads one to con 


jecture whether within another decade, there will be 
found any great number of the usual present-day types 
of direct radiators in the better class of residences 


churches, theatres, assemblies, hospitals, and other build 
Indeed it 
hard to believe that within that time, much of the pres 
will have 
superseded by 


ings of a distinctive architectural type. is not 


ent column types of direct radiation vanished 
market, to be 


of enclosed or concealed radiators. 


from the various types 
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Automatic Cellar Drainer 
A lways Makes Good 


Wherever surplus water accumulates a 
“Penberthy” pays for itself in damage pre- 
vented. Operating on simple natural laws 
and having no delicate parts to get out of 
order, it is almost 100 per cent trouble- 
proof. The ‘‘Penberthy” Cellar Drainer 
requires the minimum of sump space, is 
easy to install and can be obtained in just 
the size you need from any good jobber. 


Literature containing full 
specifications gladly furnished on request. 
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PENBERTHY INJECTOR CO. x 


1244 Holden Avenue 


Canadian Plant: 


Established 1866 6 
DETROIT, MICHIGAN 


Windsor, Ontario ‘ 
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- ORGE FENTON was building 
T his proverbial third home — he 
was what might be called an “experi- 
enced” owner. The plans and specifi- 
cations had been drawn by Harrison 
Wheeler, a successful architect in the town. They are now 
going over the plumbing bids. Wheeler favors the high 
bidder — Fenton really does too, but he hesitates to admit 
it on account of the price. 

“How come, Wheeler, that you favor Hagerty when he’s 
the highest bidder? Of course, I want a good plumbing job 
and I know Hagerty can do it, but it seems to me that these 
figures could be shaded quite a bit.” 

“Sure, they could, but I’ve had experience with Hagerty 
and he not only does good work, but he knows how to 
figure costs and does not have to skimp a job to make a 
fair profit. The best specification in the world won't get a 
good job out of a poor plumber.” 

“But, Wheeler, you surely didn’t ask any poor plumber 
to bid?” 

“Of course not, but even so, some are 
better than others. It is impossible for an 
architect to write specifications so complete 
and supervise the work so closely that an 
installation can be made equally well by 
any plumber. For instance, you have Alpha 
Brass Pipe throughout for hot and cold 
water and it is required that only tested 
fittings be used. Therefore, it seems poor 
business to me, for a saving of less than 5 
per cent on the plumbing bill, to take the 
chance of having even one poor joint. It the 
joints are properly located and made up, 
and expansion correctly provided for, you'll 
never have a dollar's worth of repairs 


Firm 


| 
| Name 


Address 


ALPHA 
rass Pipe 


CHASE COMPANIES, INC., Waterbury, 
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(Why John Hagerty 4 
got the Plumbing 








through pipe failure. Then 
as to Hagerty, he does a lot 
pipe 
whenever he has any lati- 


of brass work and 
tude in the matter he uses 
nothing but Alpha Pipe. The fact that he insists on this 
pipe, which is provably better than ordinary brass pipe, is 
in itself an indication of his attitude toward his work. 
When a contractor recommends the best materials and 
practically insists cn using them, he steps right up in my 
estimation and at once gets a measure of my confidence, 
and in giving contracts — confidence in the bidder should 
be rated very high. This is your third home and you should 
appreciate the value of a little extra money invested in 
insurance against trouble. 
“You win!” laughed Fenton, “and so does Hagerty.” 
“With the 


right materials and a good contractor you can’t lose. I’ve 
used Alpha Brass Pipe before and you won’t make any 


“Yes, you win, too,” finished the architect. 


mistake in specifying it.” 


CHASE COMPANIES 
INCORPORATED 
WATERBURY, CONNECTICUT 
Chase Metal Works Chase Rolling Mills 

STOCKS 
Brass Companies, Inc., New York 
Chase Companies of New Jersey, Newark 
The Ohio Chase Company, Cleveland 
Chase Companies of California, San Francisco, 

Los Angeles 

OFFICES 
Boston New York Phi ladelphia Rochester 
Pittstursh Chicago St. Louis Denver Atlanta 


MembersCot per and Brass Research Ass« 


Chase 


ciation 


Conn. D.E. 6131-4 


Please send me free of charge a copy of your book on Alpha Brass. 


Position 
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FIRST VICE-PRESIDENT ADDRESSES MICHIGAN 
CHAPTER A. 8S. H. V. E. 

The Michigan chapter of the American Society of Heat- 
ing and Ventilating Engineers held an enjoyable buffet 
supper and smoker for its members and guests at Detroit 
on January 11. W. H. Driscoll, first vice-president of the 
national body and chairman of the research committee, 

was the guest of honor. 

Mr. Driscoll in his address emphasized the importance 
of every man in the heating and ventilating industry 
belonging to the society. He believed that every man 
in the industry should become actively interested in the 
progress and upbuilding of the research laboratory. 

The program committee, James H. Walker, Mr. Steven- 
son and R. F. Connell, arranged for an interesting and 
enjoyable program which, in addition to the address of 
Mr. Driscoll, consisted of a motion picture and a contest 
in which the first prize was won by E. R. Brown, second 
prize by G. H. Schildmiller, and third prize by W. H. 
Whitten. 

President Ray S. M. Wilde urged all members of the 
Michigan chapter to attend the annual meeting at Buffalo, 
N. Y., on January 27, 28 and 29. It was explained by 
J. L. Fuller that arrangements were being made to have 
the Detroit delegation go to the annual convention at 
Buffalo in one car. 


PHILADELPHIA MASTER PLUMBERS VISIT THOS. 
MADDOCK’S SONS CO.’S PLANT 

About forty master plumbers of the Philadelphia dis- 
trict left that city at 10 a. m. January 5 on a trip to the 
plant of Thomas Maddock’s Sons Co., Trenton, N. J. 
They met at the Keystone Supply & Mfg. Co., Philadelphia, 
and made the journey in a large motor bus. On arrival 
in Trenton at about noon they were taken to lunch in the 
lunch room of the Thos. Maddock’s Sons plant. After 
being taken around this plant by Messrs. Lane, Kelly and 
Bitzer, the party was taken to the office, where H. S. 
Maddock gave a very interesting talk on the company’s 
product and how it was made. The party was then taken 
to Blooming Grove, where a fine dinner was served. Every- 
body appreciated this very instructive trip, and was very 
grateful for a chance to see the plant in operation. 


HOW CLEVELAND CONTRACTORS ESTIMATE 

G. A. Lindquist of the Lindquist Plumbing Co., Cleve- 
land, O., wishes a correction made so that there will be 
ho erroneous impression gathered from certain lines which 


appeared in a recent issue under the heading ‘‘How Cleve- 


land Contractors Estimate.’’ The lines are as follows: 

“G. A. Lindquist of the Lindquist Plumbing Co., has 
written us as follows: ‘We enclose pencil sketches of a 
two-family house with list of material for same. This is 
hot according to different amendments to the plumbing 
code in Cleveland, but is a modified State Code job as per 
agreement between the Masters’ Association and Journey- 
man’s Local No. 36’.” 

Mr. Lindquist says this is incorrect, that there is no 
such agreement, but that it is true union men install work 
according to their own ideas. This, he states, 
without the consent of the Associated 
tractors. 


is done 
Plumbing Con- 





The Elizabeth, N. J., Chamber of Commerce is making 
plans to hold an ‘(Own Your Home Show,” to be held at 
the Elizabeth Armory the week of March 1-6. Arrange- 
ments are being made by the Master Plumbers, Steamfit- 
ters and Sheet Metal Workers’ Association, Inc., of Eliza- 
beth and vicinity to have an exhibit at the show. 
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The F. N. Du Bois Co., Inc. 


Manufacturers of 


Lead and Brass Plumbing Pro- 
ducts and Blauvelt Bathroom 
Fittings including Packless Sin- 
gle, Double and Triple Faucets 


A comprehensive exhibit of 
The F. N. Du Bois Co.’s pro- 
ducts and the Blauvelt line is 
on permanent display at the 
Architects Sample’s Corpor- 
ation, 101 Park Ave., New 
York City. 


Ninth Ave.& 25th St. New York 





Valves that satisfy 
your customers 


See that your men_ install 
Jenkins Valves in the first 
place, and give your custom- | 
to | 


ers valves that are sure | 
satisfy. | 
Take the matter of pipe 
strains, for instance. Lifting 


and settling, expansion and 
contraction do not affect a 
Jenkins Valve, because of the 
reserve strength built into | 
each. Before it leaves the 
Jenkins factory every valve 
must pass a test which allows 
a wide safety margin. 





Fig. 141 
Screwed, Jenkins Standard 
Tron Body Globe Valve. 


JENKINS BROS. 


80 White Street . New York, N. Y. 
524 Atlantic Avenue Boston, Mass. 
133 No. Seventh Street . Philadelphia, Pa 
646 Washington Boulevard . Chicago, III. 
JENKINS BROS., LIMITED 
Montreal, Canada London, Englang 





Always marked with the” Diamond” 
” 


nkins \alves 


SINCE 1664 
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ECONOMY 
AUTOMATIC 


STORAGE GAS WATER 
HEATER WITH POSITIVE 
THERMOVALVE CONTROL 


The Stake Horse in the Gas Water 
Heater Field. 


The Economy Automatic wins be- 
cause it has ability to perform — to 
render service without a flaw — the 
kind of service which gives the user 
utmost satisfaction year after year. 
The Economy Automatic can and 
does go the route. It has demon- 
strated its ability to stand up in 
service on modest gas bills the past 
10 years while other heaters have 
come and gone. 








Every plumber who knows the 
Economy Automatic knows it to 





ECONOMY 


AUTOMATIC 
Without Insulation be good. AUTOMATIC 
For the large home, for the factory ee 


wash-room, for the restaurant or 
hotel kitchen, nothing else on the market can equal 
the Economy Automatic, 


The price is low but in all around service and years 
of satisfaction nothing else at any price can be classed 
with the Economy Automatic. 


You can recommend, sell and install Economy Automatics on job 
after job with the confidence born of a clear conscience. You know 
you are doing the very best for your customer. Plenty of hot 
water and amply hot water—a fair price to your customer and a 
fair profit for you. 





Get on our mailing list—we will send you 
iS some mighty interesting things during 1926. 


of Economy Automatic 


ECONOMY HEATER COMPANY 


108 SOUTH LASALLE STREET, CHICAGO 


Makers Also of the 
CELEBRATED PEERLESS KITCHEN BOILER 


We Started the Gas Heating Boiler Procession 15 Years Ago and We Still Lead It 
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Keeping Everlastingly At It 


(Continued from Page 26) 


apet 
ae n their hands and swamp him with requests for 
servi Here’s what he says about their advertising ap- | 
propriition for the year: 

“We cannot recall any particular instance as to how 
this advertising brought us results, but from time to time 
in talking with people we have had them mention, ‘We 


saw your ad so and so,’ and on some one or two occasions 
the remark has been passed by some prospective customer 


that we do a little more than is ordinarily done by heating 
contractors, showing us that our advertising has had some 
attention from the public. Now add to this that as far as 
the general public is concerned in this locality we are 
total strangers, having no life-time friends or relatives to 


help push our game for us, we feel that our advertising 
has paid because it brought us before a public to which 
we were strangers and enabled us to do the business with 
this public that we have done.”’ 

It isn’t at all unusual that, after a business has been 
running along for its first two or three years, the results, 
in terms of net profit, while showing a fairly healthy 
condition, yet do not quite satisfy. This is really the 
second critical point in the history of any business. The 
first, as I pointed out, is when it is established and the 
man who has been an employe, in however high a capac- 
ity, becomes an employer, with all the sense of responsi- 
bility which goes along with the new circumstances. At 
this second point the feeling of dissatisfaction with returns 
indicates that some change must be made. Upon what 
will that change be based? 


BASING POLICIES ON GOOD RECORDS 

F THE management can answer that 
I actually visualize just where the change must be made, 
be sure that the feeling of dissatisfaction is on 
When the Harding Heating Company swung 
into 1925 the management was able to say definitely that 
it wanted a bigger volume of business; and it was 
definitely that it wanted that bigger volume of 
a lower overhead How could it have 
known that unless its books were kept (everlastingly) in 
such a shape that the fact was plainly to be seen? The 
is, it couldn’t have known. Perhaps the point is 
not so important with reference to the Harding establish- 
ment, since it had produced a nice volume for its first 
eighteen months, and had earned its overhead and a sub- 
stantial profit. But in the case of a business which was 
operating with no profit, or very little, the importance of 
a set of records which would enable the management to 
put its finger upon the weak spot would be paramount. 
Without such records corrective methods would be based 
on guesswork—and guesswork is the way to the “bone 
yard” of the business world. 

Another matter—one of great importance—is touched 
on by Mr. Harding in his remarks. That is the matter of 
collections. The business world bases its operations on the 
making of a profit. Everything which tends to lessen 
those profits is unbusinesslike. In a recent article in 
“Domestic Engineering,’’ one of our writers who special- 
izes in auditing in the plumbing and heating field, pointed 
out in some illuminating figures what it cost to neglect 
coliections—how failure to make prompt collections might 
actually cause losses. Obvicusly the man who allows ac- 
counts to drag on indefinitely is in no position, to cite just 
one example, to take advantage of discounts. The greater 
the volume of his business the greater the volume of his 


question, can 


you may 
its way out. 


able 


to say 
cost. 


answer 
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hat people will storm his office with copies of the | 











BOILER SE-MENT-OL 


Repairs - Cleans 
Protects 


Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 


LIST PRICE 





1 Quart $ 4.00 each 
% Gallon 7.50 each 
1 Gallon 14.00 each 


A THE E LEAK 
‘ND gixes 


Ask your. jobber for the discount 


The Northwestern Chemical Co. 


MARIETTA, OHIO 














atrous 
~~ 


Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
Duojet Closets—Flush Valves—Urinals— 
Self-Closing—Basin Cocks—Liq- 


stallation. 
Drinking Fountains 
uid Soap Fixtures, etc. 


Manufactured and Sold Exclusively by 


THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 

















KEROSENE HEATER 
WICK BURNER TYPE 


An economical, safe, convenient Hot- 
6tream Heater that furnishes constant hot 
water for domestic use, day and night 
Noiseless, smokeless, odorless, no generate 
ing. Burns 19 to 30 hours per gallon, 
Wick requires no trimming. Selis and 
Batisfies because it’s right. 




















Have you our new No 25 Catalog show 
ing our c@mplete lin of popular priced 
heaters? Write t lies 
THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 

“*Makers of Heaters That Heat’’ 
NEW YORK OFFICE: 210 EAST 45TH STREET 


LET’S GO! 







Bull-Dog Seats 
do not require 
repairs or re- 


placement 
within a dozen 
years or longer. 


“HEAP. 
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A vazor has been found that 
dates from the Bronze Age. 
This blade is about 4,500 
years older than King Tut. 








Shaving methods have changed since those 
days, but the metal that produced such 
a razor, cannot be mproved. 





Constant wear and tear upon 
plumbing fixtures make them 
deserving of an “everlasting” 
metal. Thatis why we manu- 














___|@ Ball Joint facture Compression, as 
= a well as Built-in Work of 
elliaiaaatiint MORGAN BRONZE. 
Patent Pending Sold Through Jobbers 
MORGAN POP-UP BATH WASTE The Morgan Bronze Co. 
Ball Joint gives automatic adjustment when 
Gain” be cksculbiec Gee castusion te cakcpiach. Cleveland ; ; : Ohio 


HIGHEST GRADE PLUMBING FIXTURES IN THE WORLD 
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purchases, and the greater will be the loss in discounts not 
taken. On this matter of collections Mr. Harding said, 
“We dun often and consistently (there’s the everlasting 
spirit at work again) by letter and by personal call.” A 
man does you no favor when he pays you for services 
rendered. 

Summing up the policies which have enabled the Hard- 
ing Heating Company to enter into a strange field and 
establish itself, Mr. Harding said, ‘‘What success we have 
had we believe has come to us through close observation 
and keeping in touch through proper channels with busi- 
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ness conditions, having a presentable office and equip- | 


ment, giving proper and prompt attention to our prospects, 
keeping everlastingly at it, answering correspondence 
promptly, and sending out our heating proposals in proper 
form and neat manner.” 

The last two remarks are worthy of special notice in 
closing. They are evidences of a businesslike conduct of 
affairs. Letters answered promptly, and estimates sub- 
mitted in a neat form, indicate respect for the writer of the 
letter, in the first case, and the kind of thoroughness, in 
the second case, which the prospect wants put into the 
work he is to have done. 

When he says that they keep everlastingly at it they 
mean, says Mr. Harding: ‘‘When we have a lot of business 
on hand or are successful in closing a number of con- 


tracts, we do not rest on our laurels for the time being | 


and forget to watch for future business.” 


NEW BATH HOUSE AT LA CROSSE, WIS., HAS MANY 
ATTRACTIVE FEATURES 

The new public bath house on Pettibone Island, La 
Crosse, Wis., is practically finished and ready for the 
bathing equipment. This will be installed early in the 
spring. The building is designed after the old Spanish 
Mission type. The walls are of masonry construction and 
stuecoed on the outside. : 

There is a central two-story building which houses the 
administration department. Extending from this central 
feature are two single story open wings, one to the right 
housing dressing rooms, lockers, showers, and toilets for 


ladies, and the one to the left having the same equipment | 


for men. The showers and toilet rooms have gray eagle 
Tennessee marble and the best of plumbing fixtures. Sep- 
arate toilet facilities are provided for spectators and are 
accessible from the passage way adjoining the lobby, 
which has been built especially for spectators. 

The bathers must pass through showers to get out on 
the beach. This feature aids in keeping the bath house 
clean for they pass through them after having been bath- 
ing and the sand is all washed off instead of being tracked 
to the locker rooms. The water supply for the building 
is from a private well which is operated by an electrically 
driven pump and pneumatic storage tank. From 650 to 
700 bathers can be accommodated in the bath house at 
An interesting feature of the plan is the easy 
method by which the building can be expanded, it being 
necessary only to remove the end walls of the locker 
Merman & Skogstad were the architects for the 
building. The plumbing work was done by F. M. Branson 
& Sons, of La Crosse. 


one time. 
rooms. 


William Christman, Portland, Ore., has been awarded 
the plumbing contract on a thirty-four-suite apartment 
house at 541 Mississippi avenue, on a bid of $14,100. 
Mr. Christman has also been awarded the plumbing and 
heating contracts on an $80,000 apartment to be built 
at Twentieth and Marshall streets for the Mishkind Co. 
These contracts amount to $10,000. 








| 
| 
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THE TRANE COMPANY, 204 CAMERON ave 








Purse white lead 
and tinseed oii! 


Tell Them: 


“Trane small centrifugal pumps are 
finished with the best paint — two 
coats of it—that money can buy. It is 
made of pure white lead and linseed oil, 
and the color, like a battleship, is 
neutral gray. 


“This point is mentioned merely to show 
that Trane pumps are above the stand- 
ard in every detail. Neither’ time, 
money, nor effort are spared to give you 
a pump that is not only permanently 
efficient but good to look at as well.’ 


These small Trane centrifugal pumps are 
furnished in over a hundred different 
sizes and styles for handling condensation 
in heating systems, for circulating water, 
for boosting water pressure, and for 
similar service. They are also used on 
the water end of Trane vacuum pumps. 


See Trane Bulletin 20 
for complete details. 


THREE DOZEN BRANCHES IN U. S., CANADA, JAPAN AND CHINA 


MANUFACTURERS OF HEATING SPECIALTIES 
USING THE GENUINE TRANE BELLOWS, ANDO 


TRANE PUMPS 


CONDENSATION—CIRCULATING —BOOSTER—VACUUM 


La CROSSE, WIS 
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Somerville 


(S. I. W.) 


Soil Pipe and 
Fittings 


Are full weight 





Are mechanically correct 





Cost no more than the ordinary kind 
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BUSINESS CONDITIONS IN LEADING JOBBING 








S 


CENTERS 








CHICAGO 
J 

Current building activity is still well sustained and 
accounts for a steady turn-over of plumbing and heating 
goods in the midst of a season whose major characteristic 
is one of preparation for later demands Considerable 
new work is being started, the weather being generally 
favorable to such operations, and the construction carry 
over from 1925 is taking a good volume of most products 
While the class of work in progress is not such as to keep 
all contractors busy, the aggregate consumption of material 
runs into good figures and is responsible for maintaining 
jobbers’ sales at good levels for January. 

Aside from such current activity, contractors are doing 
considerable figuring and note a large amount of work in 
architects’ offices. Jobbers are releasing to stock the 
goods they have had on order since the latter part of last 
year and, as inventory figures dictate, buying for fill-in 
requirements. Manufacturers are busy shipping and get 
ting in specifications on the business they have on their 
books. Practically all makers are in good position as far 
as stocks on hand are concerned, and jobbers are ex 
periencing no difficulty in procuring shipment of their re 
quirements. Production is proceeding at a good rate in 
most lines in anticipation of future demands. 

Buyers are testing the market with inquiries to deter 
mine possibilities for their Spring commitments. In many 
cases, master plumbers and heating contractors have found 
it possible to cover at attractive prices, with the added 
security of protection against decline and advance before 
shipment. Current quotations, of both jobbers and manu 


facturers, are quite firm, with few instances of concession 
from prevailing levels, but most f the business now on 
file was placed at former price and, as vet, there has been 
little sale at new sheets No change in price were an 


nounced during the week 

December's construction contrac in the Central West 
decreased § per cent from November, but increased 45 per 
cent over December, 1924, according to | W. Dodge Cor 
poration. Such a record brought the construction total for 
1925 in this section to a figure 42 per cent in exe of the 


previous vear 


Soil Pipe 


Price are tirm with no change announces during the 
week Foundries report that, with jobbers well committed 
for their requirements through the next several week 
current buving amount to little, although inquirie in 
dicate that wholesaler ure ounding the market Ship 
ments continued in large tonnage in the last few day 
most business on foundries’ book being pecified for 
January delivers Consumption needs are fairly active 
and many master plumbers have covered against future 
requirement with a fair movement out of stock reported 


for the week by jobber 
Steel Pipe 

While this, as a rule, is a slack season in steel pips 
sales, mills report a fair call for their product, and steady 
releases against specifications, indicating that consumption 
is well sustained Jobbers are keeping their tocks filled 
to meet the needs of the trade and are experiencing no 
difficulty in procuring satisfactory delivery service from the 


mills, whose stocks are in good shape Prices are firn 





URRENT activity is well sustained in most 

sections of the country, with new work and 
work in process of construction supporting a sub 
stantial movement of all classes of material, some 
what in excess of the volume usually looked for 
at this season of the year. The main character 
istic of the week’s business trend, however, was 
one of preparation. Contractors are figuring a 
large volume of work and find that architects’ 
offices are well filled with new projects. Jobbers 
are taking into stock a sufficient quantity of ma 
terial to build their holdings to suitable working 
levels and are committing themselves for what 
hll-in requirements inventory figures revealed 
necessary. Manufacturers are mainly occupied 


with shipping, checking out January specifications 





JOBBERS RELEASE SHIPMENTS 


in substantial volume Forward buying 
most lines, but production continues at a good rate 
and stocks at sources are being kept filled against 
current rush demands and against future need 
Numerous inquiries are being received b ell 
ers, indicating a disposition among buyers to test 
the market. Most of the busine now on. the 
books and enroute was placed at former price 
levels, with the exception, of course, of those com 
modities in which prices have long held us 
changed, and there has been little sale at current 
quotations Prices appear strong, however, witl 


s announced b mManulacturel in «othe 


Northern California jobber 


no chang 


y 
ore 


last few day 


] 
STOCK Price Onl Pipe el meied 


vanced out o 


ware and pottery 5 to 10 per cent thi weel 
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ga There's a bath faucet 
ay re 
lj thats a be iy 
i> Itll stand 





comparison 
anywhere. 
ie 
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oh AS, 
United Jopbers offer you plumbi goods 
whose appearance makes selling edsy 


HE way a faucet looks —the gracefulness of its design, the 
clear lustre of its nickeling, the clean white of its china— 
these have always influenced sales, and always will. 


Which is the common-sense reason for the uncommon beauty of 
United brass plumbing goods. 


And this attractive appearance is only one of the qualities that 
have led thousands of Plumbers to follow their Jobbers in stand- 
ardizing on the United Line. Sound construction with its assur- 
ance of freedom from trouble; a complete line—staple brass 
goods, concealed fixtures and water works brass goods; prices 
that help you get your share of business. 


If you're not already a United customer, you ought to investigate. 


‘“‘The Red Metal Line’’ 


NI 


UNITED BRASS MFG. CO., 3844-62 HAMILTON AVE., CLEVELAND, O. ' ; ow 


yo "LL fit 
our Price Lisi 
| No. 70 of unusual 
| interest im severa 

ways. Write for a 
| copy. No obliga- 

tion. We're gl 
to send tt. 
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Wrought Iron Pipe 

Shipments from mills are in fair tonnage, demand being 
well divided between stock requirements and specified con- 
tracts Jobbers’ stocks are being built up to suitable 
working levels and current buying is mainly for fill-ins. 
Mill stocks are in good shape and deliveries can be made as 
needed. Prices are firm and unchanged. 

Enameled Ware 

Factory shipments are being checked out in good volume 
and production is well maintained with future prospects 
bright. Current buying is rather light, jobbers’ stocks 
and commitments being adequate for present needs. Many 
jobbers have anticipated requirements for major portion of 
the first quarter and are doing a fair business in this 
commodity at this time. Stocks at sources are being kept 
well filled and the delivery situation is in good shape 
Prices are firm and unchanged. 

Pottery 

A movement among jobbers to take care of stock needs 
accounts for a fair pottery business, according to many 
manufacturers, and shipments are going forward to build 
wholesalers’ inventories. Jobbers’ commitments, as a gen- 
eral rule, are somewhat cautious, however, the prices at 
which business is being solicited being reported, in many 
cases, as considerably below the November sheet which 
is the last one issued. Potteries report steady production 
and stocks adequate for prompt filling of needs. 

Range Boilers 

Prevailing manufacturers’ prices in the Chicago mar- 
ket during the week were at least 10 per cent off the June 
sheet, and it is reported that a good volume of business 
has been placed by jobbers for delivery during January 
and February. No change in the price situation has been 
announced in the last few days, one or two companies, 
at least, being out of the market on the grounds that cur- 
rent prices are too low to support profitable operations and 
others meeting the quotations necessary to get business. 
While one large company is bogked beyond its supply, 
plenty of range boilers are available. Jobbers are turning 
over a fair volume. 

Plumbers’ Brass Goods 

Jobbers have taken care of the major portion of their 
first quarter needs and during the week released to stock 
a steady flow of both cast and tubular goods Master 
plumbers, as well, have committed themselves for a good 
volume for future delivery. Current buying is somewhat 
spotty, therefore, and those jobbers who are in the market 
are reported to be ‘‘shopping.”’ Prices are being well 
maintained, with no change announced during the last 
few days. Makers’ stocks are adequate and delivery serv- 
ice is reported satisfactory. 

Boilers and Radiators 

With the new level of prices in effect, litthe change has 
been noted in the trend of business for the week. Makers 
have a substantial amount of specifications still on the 
books and are busily engaged in shipments against re- 
leases. The general level of activity is good for this sea- 
son of the year, although new buying is not very strong. 
Production is proceeding at a good rate and practically all 
items can be shipped as needed. 


NEW YORK 


The outlook for a steady increase in business during 
the first quarter of the new year seems very promising. 
Manufacturers and jobbers, as well as master plumbers 
and heating contractors, are taking care of current needs 
in satisfactory manner and are looking ahead from a 
Vantage point of good deliveries, fairly firm prices and 


adequate stocks. All concerned are exercising a normal 
amount of conservatism in buying 
Soil Pipe 

Demand for this commodity is feeling the spur of stiffen- 
ing price tendencies, but, generally speaking, buying lags 
while jobbers are still well committed and receiving ship 
ments against specifications There was no change an 
nounced during the week, the November sheet still pre- 
vailing, although at least two foundries are quoting 2% 
points above that level. 

Steel Pipe 

Stocks of steel pipe at millS are in good shape De 

liveries are being made promptly and prices are firm. 
Wrought Iron Pipe 

Prices are firm and unchanged. Stocks at mills and in 
hands of jobbers are adequate and deliveries are being 
made promptly. 

Enameled Ware 

One manufacturer reports an increase in business for 
January of this year over January, 1925. Prices are firm 
and unchanged. Deliveries are being made promptly 

Pottery 

Jobbers are fairly well stocked in staples as a result of 
January releases. Current buying is in light volume. The 
potteries are in good shape to make prompt deliverie: 
Prices have not changed. 

Range Boilers 

The range boiler situation continues unchanged De 
liveries can be made promptly and buying is confined 
mainly to actual needs. 

Plumbers’ Brass Goods 

The market reflected no unusual activity during the 
week in either tubular or cast brass goods. Prices are 
unchanged. Deliveries are prompt. Some jobbers are 
freely asking prices but placing only orders for immediate 
needs. 

Boilers and Radiators 

There was no noticeable increase in business during the 
past week. Stocks of boilers and radiators are reported 
as being in good shape. Prices are at the reduced levels 
announced by one large manufacturer last week. 


PHILADELPHIA 


This week’s survey reveals in some lines a slight in 
crease in new business with most jobbers and a correspond 
ing increase with manufacturers. Other lines reflected 
a January lull. Jobbers are buying mostly to fill in 
stocks at the present time. 

Wholesalers and manufacturers are expecting a natural 
increase in business as their salesmen, who have been in 
during inventory and holiday season, take to the road 
again. 

Soil Pipe 

The past week has seen little change in the soil pipe 
situation. A slight increase in new business is reported 
by some foundries but the main activity continued to be 
found in foundry shipments, which are being checked out 
in good tonnage. Prices are firm and unchanged 

Steel Pipe 

The situation in steel pipe is normal for this season 
of the year. Mills are making prompt shipments of their 
January specifications. Prices are unchanged Jobbers’ 
stocks are ample for their needs. 

Wrought Iron Pipe 

Orders placed for wrought iron pipe, with one or two 
exceptions, show but small increase over the same period 
last year. Prices are steady and deliveries continue satis 


factory. 
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“X" Changes 
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froze to death or died of c 
blains. Then, the steamfit ,, 
had to wait till there was s} *” 
ting in Hades before he | 
his money. Not so good. far! 
It’s all different now. The snp” 
steamfitter always has “X” Liquid less 


stock. He never goes out ona lla 


without taking “X” along. = 
Here comes a hurry call—“Bof ¢} 
cracked”"—“fire out”—“baby sic 


our 
What can you do? 


Do? In an hour’s time that boilgoul 
repaired—working like a top @an 





*X" LORI 
25 Westlork, } 
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siwild Customer 
Friend 


ld dp house is warm and comfortable. 
Ithat customer grateful? Will he 
pbmptly pay his bill? Will he be a 
“4ady friend and regular customer? 
Whu bet he will. 








lo 


s one steamfitter says “X” is the 
alt stjourneyman on his payroll— 
rekspvays ready for service. 


tlOere is no substitute for “X” 
fambUID.Thirty thousand steamfitters 
yf clpow it, too! 


niit 
as § 


he | 


vd, satly every one with a heating 

gat in his house is troubled more 

*Hless with leaks this time of yearand 
ll appreciate hearing of a remedy. 
rite them or phone them offering 
inspect their heating plants with- 
charge. 





i 


“Bo 
sic 
our call of inspection will lead to 
ahy repair jobs and will mean that 
oil@ould a crack occur in the boiler, or 
op #any emergency you'll get the call. 





X" WORIES 
5 WesthYork, N.Y. 





le high & low pressure boilers 
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Enameled Ware 
Jobbers are ordering only in small quantities to fill in 
stocks, but the outlook for an increase during the first 
Factory 


Prices remain firm 


quarter is bright shipments are in substantial 

volume 
Pottery 

Jobbers are building stocks to working levels, but are 

large extent 


not anticipating requirements to a _ very 


Prices are unchanged Potteries can make prompt ship 
ment of staples 
Range Boilers 
One manufacturer reports a good volume of business 
Generally, however, the market is quiet, with stocks at 
sources adequate for prompt shipment. The price situation 
is unchanged 
Boilers and Radiators 
Other companies have followed the reduction in prices 
announced by one large interest last week Normal buying 
is reported Delivery service is satisfactory 
Plumbers’ Brass Goods 
New orders being placed by the jobbers are not large 
but there is a steady release against contracts placed for 
shipment during the first quarter Factories are in good 


position to handle demand satisfactorily Prices are un 


changed 


NEW ENGLAND 


Business continues to run along smoothly with a small 
but consistently active demand for the several commodities. 
Weather conditions have encouraged new construction and 
the razing of old buildings in preparation for new erec- 
tions and little falling off in this line is noticed. Buying 
by the trade is largely confined to actual needs on some 
items and for future as well as present delivery on others 
This latter condition is especially true in regard to brass 
goods, as it is stated that jobbers as well as their cus 
tomers have placed a heavy volume, most of which was 
entered prior to the recent price advances 

Manufacturers of other commodities, as a rule, report a 
steady demand for small lots, indicating that jobbers are 
taking in only such materials as will keep their stocks 
at good working levels 

Soil Pipe 

Manufacture continues at regular capacity and business 
already booked and orders for releases during the first 
two months of the year appear to assure a good movement 
Jobbers are keeping stocks at good levels and are meeting 
promptly all demands of the trade Prices are firm and 
unchanged 

Stecl Pipe 
Demand on the jobber is steady for 
Mills 
are shipping promptly on demand and apparently have 
Little advance buying is reported 

Wrought Iron Pipe 
Little demand by the trade, with jobbers’ stocks ample 
Jobbers’ needs 


No price change 
small lots and aggregates a fairly heavy tonnage 


good stocks 


to care promptly for all business entered 
are being taken care of satisfactorily by the mills where 
stocks are ample to fill all orders placed Prices have 
not changed. 
Enameled Ware 

No price change. Manufacturers report a good buying 
movement for the first quarter with a steady small de- 
mand by jobbers for releases against orders entered. Job- 
bers are moving a fair quantity of enameled ware. 

Plumbers’ Brass Goods 

The price market shows a steady improvement in stabil- 

ity. Little is heard of price inducements to stimulate 
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buying, as practically all manufacturers have orders on 
file that will assure them of steady business for the first 
quarter of the year. Jobbers report a small but steady 
current demand with good business booked for spring 
delivery. 
Pottery 

Only a fair demand is reported. 

Little advance buying is apparently being done by 


Jobbers’ stocks are 
ample. 
jobbers, although some potteries are said to have booked 
business for the first quarter. Although there are some 
variations in jobbers’ prices these are based more on dif- 
ferent grades of ware than on a difference in price of 
staples 

Range Boilers 

prices are based on 


Galvanized 
Prevailing manufacturers’ June 
sheets and while there is some variation it is not so pro- 
nounced as was the case a short time ago. Demand on the 
jobber is not heavy, although steady, and jobbers’ needs 
are being cared for promptly, as manufacturers appear to 
have good stocks on hand. 
Boilers and Radiators 
Present demand on both jobber and manufacturer is 
light. Manufacturers have large stocks on hand with 
some future business on books but, generally speaking, 
Prices are at the reduced 


business is seasonably quiet. 
levels announced last week. 


PACIFIC COAST 


business during the week, as a whole, was 
satisfactory. New building projects in the larger cities 


on the Coast give indications of business continuing gen- 


Coast 


erally good. 

Jobbers’ prices to the trade in practically all of the 
jobbing centers are firm, with Northern California whole- 
salers having advanced out of stock prices on soil pipe, 
enameled ware and pottery. 

Soil Pipe 

This commodity continues in good demand and dis- 
tributors generally have ample stocks and considerable ton- 
nage enroute. Jobbers’ out of stock prices were advanced 
in Northern California during the week and are firm in 
all jobbing centers. 
Steel Pipe 
showed very 


Steel pipe demand little change from 
previous weeks and, as a whole, is satisfactory for this 
period of the year. Jobbers’ out of stock prices are firm. 
Enameled Ware 

Enameled ware sales continue fairly steady and, if any- 
Distributors, as a rule, have ample 


deliveries 


thing, should improve. 
stocks for present requirements and prompt 
can be obtained on factory shipments. Northern California 
jobbers advanced out of stock prices during the week 
Pottery 

There continues a fairly moderate demand for pottery 
which gives an indication of increasing. Distributors 
generally have ample stocks for present requirements and 
prompt shipments on staple items can be obtained from 
all Coast potteries. Out of stock prices were advanced 
by Northern California jobbers during the week. 

Plumbers’ Brass Goods 

This commodity is in good and increasing 
Distributors have good stocks and prompt shipment of 
Prices generally are 


demand 


factory orders can be obtained. 
unchanged from last week. 
Range Boilers 
Sales of range boilers continue at a moderate rate. [)! 
tributors have ample stocks for present requirements 
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Base Prices of Steel Pipe Unchanged Since Early in 19238 


XHE accompanying chart on steel pipe shows the trend 
T of base prices of this commodity for the last five years. 
The line is based on the price per gross ton for base size 
pipe % to 3-in. The index numbers represent this price 
per gross ton in dollars. As can be seen from the chart, 
prices were not steady during 1921 and 1922, changing 


practically every month By May of 1923, however, prices 
struck a level at which they have held ever since. The 
straight line representing the 1913 average makes it pos 
sible to compare the prices during the year which is gen 
erally taken as a typical pre-war year with those of 1921, 
1922, 1923, 1924 and 1925 


Wrought Iron Pipe Prices Steady for Last Three Years 


HE wrought iron pipe chart herewith gives the 
a of base prices of this commodity for the last 
five years. As is the case with steel pipe, the line is based 
on the price per gross ton for base size pipe, % to 3-in. 
Similarly, the index numbers represent this price per 
gross ton in dollars. The trend of prices is very similar 


to that in steel pipe, the first two years shown being 
marked by almost monthly changes and the last three 
years being a period of firm, unchanged mill prices. The 
1913 average is shown for the purpose of comparison be 
tween post-war prices and those during a typical pre-war 


year. 


1925 


Wrought Iron Pipe 


1913 Average 
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The Metal Market 


Jan. Average Average Average 


18 Dec., 1925 Oct., 1925 1925 
PIG IRON— 


\ 


‘oO. 2 Foundry, Chicago, 


furnace ee , $23.00 $23.00 $21.60 $22.00 
PLATES AND SHEETS 
Steel boiler plates, Pitts 
burgh, per Ib 1.85¢ 1.90¢ 1.80¢ 1.95¢ 


Blue annealed sheets, 


Pittsburgh, per Ib.. 2.50¢ 2.40c¢ 2.25¢ 2.45¢ 


Black sheets, Pittsburgh, 
per lb. ee 1 35e 3.35¢ 3.10¢ 3.30% 
Galvanized sheets, Pitts 
burgh, per lIb...... 1.60¢ 4.60¢ 


TIN 

Straits tin 61.25¢ 
COPPER 

Prime Lake, f. o. b. re 


finery 14%yec 
Electro, delivered 13.90¢ 
LEAD 


Chicago 


The Old Metal Market 
Dealers’ Buying Prices 


Per Ib. Per lb 
Aluminum clippings 16 c Copper, light 8 95¢ 
Block tin r 36 ¢ Copper, unecrucibled 
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The Stock Market 





Quotations of January 18 | Bid Asked | Close 
American Radiator Co 113 | W148 
Anaconda Copper Mining Co | 46% 47 47 
Bruns wick-Balke-Collender Co | 28 20% 28% 
A.M. Byers Co.—common ie 
A. M. Byers Co.—preferred | 9014 
Chicago Nipple Mfg. Co. —"A”’ | 42355 | 45 
Chicago Nipple Mfg. Co.—""B" | 25 | 27 
(rane Co.—common S14 | 59 5RIG 
Crane Co.—preferred 116% | 117% 117 
Eagle-Picher Lead | 34% s4hg 
Fairbanks, Morse & Ce common | 54 | Sag 54 
Fairbanks, Morse & Co preferred | 111 
Fulton Iron Works 0 13 
Jones & Laughlin Steel Corp.—preferred | 114 114% 
Michigan Copper & Brass Co | 15% 16% 
National Lead Co.—common ! | 1607% 
National Lead §¢ red {116% | 117 | 
National Radiator Co 
Ohio Brass Co.—"A" } 7S | 79 
Ohio Brass Co.—"B” | 79 
Penberthy Injector Co 100 1} 105 
U. 8. Cast Iron Pipe & Foundry C« common | 106M, 197 ; 194 
U. 8. Cast Iron Pipe & Foundry Co preferred 101 101 1g | 10] 
U. 8. Rubber Co.—common | S444 | 8414 8414 
U. 8. Rubber Co.—preferred | 108}4 | 109 |} 108% 
U. 8, Steel Corp.—common 134% | 134% | 134 
U. 8. Steel Corp.—preferred j lee | 12634 | 126)% 
Walworth Company | | 2144 
Williams Oil-O-Matic Heating Corporation 17 17% 17% 
Wolff Manufacturing Corporation ymmon | KLe OM | 0 
Youngstown Sheet & Tube Ce SiN 857% Sly 


Convention Dates 


January 26, 27 and 28, 1926. and conference, 
The sessions are to be held in the new American 


Power show 
in Chicago 
Exposition Palace. 

January 27, 28 and 29, 1926.—The annual meeting of the 
American Soclety of Heating and Ventilating Engineers, at 
Buffalo, N. Y., with headquarters at the Hotel Statler. The 
convention will be called to order in New York City on 
January 26 and will adjourn at once to Buffalo, the Society's 
constitution making this mandatory. 


February 1 and 2, 1926.—The annual convention of the 
West Virginia Master Plumbers’ Association, at Wheeling, 
W. Va. 


convention of the 
Paul, Minn., 


1926.—The annual 
Association, in St. 
Francis Hotel 


February 2 and 3, 
Minnesota Retail Plumbers’ 
with headquarters at the St 

February 9 and 10, 1926.—The annual convention of the 
Nebraska Retail Plumbers’ Association, at Omaha, Nebr., with 
headquarters at the Rome Hotel 

February 9, 10 and 11, 1926.—The thirty-fifth annual con- 
vention of the Ohto State Association of Master Plumbers, 
at Dayton, Ohio, with headquarters at the Hotel Miami. 

February 10 and 11, 1926.—The winter meeting of the East 
ern Supply Association, in New York City, with headquarters 
at the Hotel Astor. 

February 24 and 25, 1926.—The winter meeting of the Cen 
tral Supply Association, in Chicago, with headquarters at the 
Drake Hotel. 

March 2 and 3, 1926. 
Dakota 

March &, 9 and 10, 1926, 
diana Society of Sanitary 

March 15, 16 and 17, 1926. 
Kansas State Master Plumbers’ 


The annual convention of the North 
Association of Master Plumbers, at Minot, N. D. 
The annual convention of the In 
Engineers, at Lafayette, Ind. 

The annual convention of the 
Association in Kansas City, 
Kansas. 


March 17 to 23, Heating 


1926.—The first annual National 
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and Ventilating Exposition, to be held In the New Madison 
Square Garden, New York City. 

March 22, 23 and 24, 1926.—The annual convention of the 
Missourl State Association of Master Plumbers, at St. Louis. 
Mo. 

March 23 and 24, 1926.—-The annual convention of New York 
State Association of Master Plumbers, at Binghamton, N, y 

March 24, 25 and 26, 1926.—-Spring meeting of the Nationa] 
Association of Brass Manufacturers, at West Baden, Ind 
Heating and 
Association, at t 


annual meeting of the 


York 


1926.—T he 
New 


Mareh 29, 
l'iping ‘‘ontractors State 
N. ¥ 

April 5 and 6, 1926.—The annual convention of the Okla 
homa State Association of Master Plumbers, in Oklahoma 
City, Okla., with headquarters at the Huckins Hotel. 

April 6, 1926.—The annual convention of the Massachusetts 
State Association of Master Plumbers, Inc., in Boston, Mass 

April 6, 7 and 8, 1926.—Third annual convention and ex- 
position of the American Oil Burner Association, at Detroit, 
Mich., with headquarters at the Book-Cadillac Hotel. 

April S and 0, 1926.--Th« 
Louisiana and Mississippi Association of Plumbing and Heat 








fourth annual convention of the 
ing Dealers, at Bogalusa, La. 
April 12 and 13, 1926.—The annual convention of the Ala 
uma State Association of Master Plumbers, at Montgomery 
\la 

April 13 and 14, 1926.-—The annual convention of the Mich 
igan Association of Plumbing and Heating Dealers, at Kalama 
zoo, Mich., with headquarters at the Hotel Burdick. 

April 15 and 16, 1926.—-The annual convention of the Arkan- 
sas Master Plumbers’ Association, at Hot Springs, Ark. 

April 19, 20 and 21, 1926.—The annual convention of the 
Associated Master Plumbers of Texas, at San Antonio, with 
headquarters at the Gunter Hotel. 

April 26 and 27, 1926.—The annual convention of the Georgia 
of Master 

April 27 and 28, 1926.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers. 


State Association Plumbers, at Savannah, Ga 


April 20 and 30, 1926.—The annual convention of the Vir- 
ginia State Master Plumbers’ Association in Lynchburg, Va. 

May 4 and 5, 1926.—The annual convention of the Florida 
Master Plumbers’ Association, at Miamli, Fla. 

May 10 and 11, 1926.—The annual convention of the North 
Carolina Master Plumbers’ Association, in Goldsboro, N. C. 

May 14 and 15, 1926.—The annual convention of the Oregon 
Master Plumbers’ Association, at Corvallis, Ore. 

Muay 17 and 18, 1926. -The 
nessee Master Plumbers’ Association, at Chattanooga, Tenn 
1926. The 


Association of 


annual convention of the Ten- 


annual convention of the 


Master 


May 17, 18 and 19, 
California State Plumbers, at Los 
Angeles, Calif 

May 27, 28 and 29, 1926.—The second convention of the 
National Association of Plumbing and Heating Salesmen, in 
Detroit, Mich., with headquarters at the Book-Cadillac Hotel. 

June 1, 2 and 3, 1926.—The annual meeting of the National 
District Heating Association, at Niagara Falls, N. Y. 

1, 2. 3 and 4, 1926.—The thirty-seventh 
lieating and Piping Contractors National As- 
Washington, DPD. C., 


June annual con- 
vention of the 
ociation, at with headquarters at the 
Willard Hotel. 

June 21, 1926.—The annual convention of the Kentucky 
Master Plumbers’ Association at Louisville, Ky., with head- 


quarters at the Kentucky Hotel. 


June 22, 23 and 24, 1926.—The forty-fourth annual conven- 
tion of the National Association of Master Plumbers, a' 
Louisville, Ky., with headquarters at the Brown Hotel. 


MONTANA MASTER PLUMBERS TO MEET IN JUNE 
The will hold 
its next dates not 


Plumbers’ Association 


June, the 


Montana Master 
exact 


information just 


convention in 
yet having been according to 
received from Chester M. Harris, Great Falls, Mont., 


annual 
decided, 
presi- 
dent of the association. 

The Bowdoin Plumbing & Heating Co. is a new concern 


established at 40 South Russell street, Boston, Mass., bY 


Benjamin Port and Irving D. Cohen. 
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No. 480 
Extra Heavy 



















*“*McR”’ No. 480 














ERE’S a Stop and Waste Cock which 
will give complete satisfaction on 
your most important installation. 
Made extra heavy, from the highest 
grade of steam metal, it is guaranteed to 
stand up under all working conditions. 


The stuffing box positively prevents 


leakage around the stem, while the 
simple draining device will never get out 
of order. 


Your Jobber Has It— 
Ask Him! 





A Better Built 
__ Stop and Waste 
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The McRae & Roberts Co. @ 


DETROIT, MICHIGAN 
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MILLIONS KNOW MUELLER 


and the merchant plumbers who install faucets without a fault 


January 23, 1926 





An investment in national advertising which 
reaches new millions — that is Mueller’s 
schedule for 1926 millions of house 
owners -— house builders —- building mana- 
gers! To every possible prospect for better 
plumbing throughout the length and breadth 
of the country, the story of Mueller “faucets 
with a fault,’”’ and the merchant plumbers 
who stock them is being told. Told power- 
fully ——- convincingly —- unmistakably — in 
strong color advertisements. Last year the 
buying trend was definitely toward Muel- 
lers. This year the vital spots will com- 
mand still greater respect. 





-——E oo = <4 7 
Mueller advertising in The Sat- 
urday Evening Post will reach 
over 2,400,000 readers every 
four weeks. Here is the 
schedule for full page 
color advertisements for 
the first three months 

of 1926. 


January 2— 

full page in colors. 
January 30— 

full page in colors. 
February 27— 

full page in colors 
March 27— 

full page in colors 


Are you prepared for the business — your 
share —- which this tremendous campaign 
has already stimulated? Backing your 
services to your customers — backing good, 
sound, quickly salable plumbing merchan- 
dise for which a definite demand has already 
been created -— this campaign can mean 
unusual 1926 profits for you, if you take 
the step to become a part of it. Don’t 
wait until the end of the year and then 
regret you did not act. If you are not 
stocking Mueller goods now, write us 
for complete details about the Mueller 
franchise. 








Over 1,100,000 will be reached by 
Mueller full page color adver- 
tising in Liberty. During 
1926 a Mueller advertise- 
ment will appear in this 
weekly every month. 

Note the schedule for 

the first three months. 


January 16— 
full page in colors 


February 13— 
full page in colors. 


March 13— 
full page in colors. 


MUELLER CO. 


Established 1857 


Factories: 
Canadian Factory: 
MUELLER, Limited, Sarnia 


Decatur, Illinois; Port Huron, Michigan 


Branches: 
New York, San Francisco, Los Angeles 





MUELLER 


faucets without a fault 








South Dakota Holds Season’s First Convention 


Norman R. Mathers of Sioux Falls is 
newly elected president 


HE convention season has returned and was opened 
T sccesstatt when the South Dakota Retail Plumb- 

ers’ Association held its eighth annual convention at 
Watertown, S. D., January 5, 6 and 7. This is the first 
state convention of the year and was as helpful a one as 
could have been desired by any association. 

The following officers were elected to lead the destinies 
of the association throughout the year: Norman R. 
Mathers, of Sioux Falls, president; Andrew Trout, of Rapid 
City, vice-president; J. W. Morey, of Sioux Falls, secre- 
tary; John H. Geise, of Mitchell, treasurer. At the same 
meeting Joseph Vinatieri of Yankton, C. Dresselhuys of 
Aberdeen, and E. B. Wagner of Watertown were elected 
to the board of directors. 

The next convention of the association is to be held at 
Aberdeen, S. Dak., January 25, 26 and 27, 1927. How- 
ever, all present were invited to a mid-summer meeting 
and picnic to be held at Sioux Falls next summer. 

The annual meeting of the South Dakota association is 
unique in that the master plumbers of the state meet in 
convention with the associated contractors, and some of 
the offices of the contractors’ association are held by 
master plumbers. In this manner, a good contact is kept 
up by all of the different building trades of the state, 
and the point of view of each trade is brought out at least 
once a year in the joint meeting. 


The Tuesday's program was general in nature, the only 
talk of particular plumbing interest being given by D. R. 
Thomas, secretary of the Central Western Plumbing Job- 
bers’ Crédit Bureau of Minneapolis, Minn. In the evening 
the delegates listened to a discussion on the best use of 
hollow tile, and viewed a film showing how tile is made. 

Wednesday morning, President Vinatieri, assisted by 
Vice-president Andrew Trout, called the master plumb- 
ers together to discuss their own problems. The various 
officers submitted reports covering their activities for the 
last year, and these reports were put into the hands of 
the proper committees. In the evening, everyone at- 
tended the banquet in the Lincoln Hotel. Don Holt, presi- 
dent of the Iowa Master Plumbers’ Association was to have 
been on the program, but was unable to be present on ac- 
count of illness, much to the disappointment of those in 
attendance. 

E. M. Flynn, assistant to the vice-president of the Great 
Northern Railway, gave an interesting and instructive talk. 
Mr. Flynn has the task of promoting better relations be- 
tween the public and his organization, and in so doing, 
made it clear that everyone holding a life insurance policy 
had a direct interest in the railroads, because of the fact 
that the railroads borrow large sums of money from the 
life insurance companies. 

T. W. Dwight, president of the South Dakota Board of 
















One of Three 
Valuable Fittings 


The “O-E” Improved Air Exhauster and 
Vacuum Valve opens automatically when air 
is present in the system, and closes immedi- 
ately after it is expelled. It cannot buckle 
or stick and is extremely simple and positive 
in operation. 


This valve, with two other O-E Fittings, 
forms the most efficient and satisfactory heat- 
ing system ever devised, one which will fur- 
nish Vacuum, Vapor and Pressure as needed 
with the lowest possible fuel consumption. 





Full particulars gladly furnished. 
Write for Bulletin ‘‘A.”’ 





























O-E SPECIALTY MFG. CO. 


10 KEEFE AVE. 
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YOU 


CENTRI 
AND BOILER FEED 
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Sold Under Guarantee 


to handle the air and condensate of their rated 
capacities and to produce in a properly laid 
out and equipped Vacuum System 10 inches 
of vacuum with a temperature of return water 
not to exceed 180 degrees. 




















Furnished in standard units of seven capacities 
ranging from 5,000 to 100,000 square feet of 
direct radiation. 

Built for 20 pounds pressure at the pump as a 
standard. Special pumps in same units built 
to discharge against 35 pounds. 


— 
3} YOUNG PUMp COMPANY 
A 230 East Ohio Street 

Punes CHICAGO 
FACTORY: MICHIGAN CITY, INDIANA 
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told of his experiences in placing contracts for 
that he 
board believe in the contract 


tegents, 


materials, and stressed the point and the other 


members of the system for 


public purchases, rather than the “hit-or-miss day labor’’ 
plan 

Thursday morning found the master plumbers anxious 
to get down to the real business part of the convention 


Minn., 
length on the various activities of the National 


H. Merwin Porter, national director, of Minneapolis, 
spoke at 
Association of Master Plumbers and of the National Trade 
Extension Bureau, and concluded his remarks by in- 
to attend the sessions of the Minnesota 
held in St. 


of that as- 


viting all present 
Retail Plumbers’ 
February 2 and 3 Mr 


Association to be Paul, 


Porter is president 
sociation 

took 
association, 
He then spoke 


committee in an 


then and George 


pre sident of the 


The election of officers place, 


Hunt, past conducted the 


newly elected officers to their seats about 


the efforts being made by his attempt 


to secure the adoption of the “‘Hoover Twenty Basic Prin 


ciples” at the recent session of the South Dakota state 


legislature 
offered for 
the dues of the state association from 


Rhea consideration an amendment 


which will increase 


Rees 


$10 to $15 a year, and another one by which the directors 


will be known as vice-presidents 
J. Kirk Baldwin, of Casper, Wyo., secretary of the 
Master Plumbers Association of Wyoming, addressed the 


meeting, stressing the good work being done by the various 
National 


and the trade press 


state and local associations, the Association, the 
National Trade 
William W 


Minn., 


Extension Bureau 
plumber of Minneapolis, 


Mathers, 


Hughes, master 


was called upon by President and spoke 
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at some length on the work, past and present, at the Wil. 
liam Hood Dunwoody Industrial Institute, the ne for 
trained men in the trade, and the kinds of instr: tion 


offered to 
lights on the work of the board of plumbing examin: rs at 


men at Dunwoody. He also gave a few side. 


Minneapolis, of which he is a member. Mr. Hughes’ talk 
resulted in a general discussion of numerous ang of 
the plumbing and heating business, and was parti ited 


in by every member present. 
The attendance at the convention was very gratifying, 


and a remarkable spirit was shown by the fact that most 


of the delegates made the trip in automobiles, some 
traveling several hundred miles each way in very cold 
weather The entire Sioux Falls delegation was there 
with 100 per cent attendance, making the trip in a special 
bus. 

Among those present at the convention were the follow- 
ing: John H. Giese, of Mitchell; George C. Hur of 


of Rapid City; E. M. Enefer, of 
Milbank; Joseph Vinatieri of Yankton; C. L. Breedlove, of 
Madison; C. Dresselhuys, of Aberdeen; J. H. Gillispie, of 
Hot Springs; E. B. Wagner, A. F. Luck, J. B. Kinsley and 
E. E. Little, all of Watertown; C. F. Smith, Norman R 
Mathers, Rhea Rees, C. E. Carlson, Thomas Craft, A. W. 
Dow, James McDermott, G. W. Barrett, C. O. Garnes, J. 
W. Morey, A. D. Bowen, James Ferris, C. C. 
Charles McGovern and Charles Larson, all of Sioux Falls. 
Several representatives of manufacturers and jobbers were 


Huron; Andrew Trout 


Renshaw, 


also in attendance. 


houses for R. W. & M. F. 
have 


Plumbing on- nine six-room 
Morrissey, of Hartford, 


Demino, of Hartford 


Conn., been awarded J. J 


About Liquid Coal 


S you know there are two kinds of fuel for oil 
burners. 
Furnace Oil, which is as light as kerosene. 
Fuel Oil, which is a heavy, high heat unit product. 
Most burners can use only furnace oil. One is no 
noisier than the other. It’s the air pressure 


atomizer that causes the noise. 
Burnham Boilers long fire travel bafles down the 


noise. It gives the rapid pressure forced flame a 
run tor its money before it gets to the chimney. 
For just these reasons oil burner manutacturers 
heartily recommend Burnhams and use them in 
their own showrooms. 


Think that over 


IRVINGTON, N. Y. 


Representatives in Canadian Offices: 
F Harbor C rcial Bldg., Toronto 
All Principal Cities jar 136 aoe ot i. + ead 











HE first Beaver Power Drive manufactured in July, 1924, has 
cut more than 45,000 threads to date, ranging from \4 to 6 
inch, requiring no attention just oiling. 


Succeeding machines were put to work in pipe shops all over the 
country and working under varying conditions. These machines 
have proved to their owners that they are efficient and dependable 

they have turned expense into profit by saving time and labor. 


The Beaver Power Drive has *‘proved-up™ in every day use, in the 
hands of practical users like yourself. It is offered to you on a 
**Make-Good * basis. 
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Chucking the pipe in this 
sturdy 3 jaw chuck is a quick 
operation. 

The chuck will grip solid rounds 
within its capacity, making the Ma- 
chine useful for other than pipe thread- 
ing. Also a portion of the jaws extend 
beyond the face plate, so the chuck 
may be opened up to grip the end of 
pipe up to 4 inches for cutting purposes 
| only 
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Cutting two inch pipe off 
aqaare, without burrs, with No. 

eaver Square-End Pipe Cutter to 
2 inch), 
matically 
if you wish, but they add the extra 
operations of feeding the cutter and 
reaming the pipe 


in which the knives feed auto- 
Wheel cutters can be used 
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Put a No. 44 
on Your Job 
Waste Ti 


How the Beaver Power DriveTy 
a $700.00 Waste Into Extra Proge: 


T: cut, ream and thread 2 inch pipe takesfo.4 









average man at least 10 minutes 6 threads ar 

hour. If you pay this man $1.25 an hour, 
sell his time for $2.50 each thread costs you abdpo 
42 cents. If you have only 10 such threads a day \ 
pay $4.20 for the labor. 

To cut, ream and thread 2 inch pipe takes theB 
ver Power Drive 4 minutes— 15 cuts and threads 
hour—or 16 cents each —only $1.60 labor charge FS‘ 
10 two-inch threads. in 

Hand labor on 10 threads costs $4.20; 10 thre@o. 
with a Beaver Power Drive cost $1.60 and the $p 4 
saved is extra money for you. In one year your s@n 
ing adds more than $700.00 profit. ! 

Can you afford to lose $700.00 each year on ha 
labor when a Beaver Power Drive will return t 
$700.00 to you as extra profit? et 


Your First Step Til 


This very minute hand labor is @ y 
time and labor that yields you no gin 
Drive will earn enough money to p 

The price of the Beaver Power Dg 
let a day pass without taking steph 
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Complete discount and specificati 


THE BORDEN 





Sold with 


Legs; 
Universal Shaft. 


with 


or without 


or without 





ed 








used with the 


Illustrating the 
Beaver Power Drive 
cutting off 6 inch pipe with No. 106 
Beaver Square-End Pipe Cutter. The 
cutting knives feed automatically. 


Shaft 


















The Easiest Way 
































Weighing but 230 pounds 
the Beaver Power Drive can 
be easily moved from one job 
to another. 























Power Drive 
bal Let it Turn 
innto Profit 


Turere are the Money Making Advan- 
Prowes of the Beaver Power Drive 


: takes fo. 44 Beaver Power Drive will cut, ream and thread 
hreads} and make-up fittings right in the machine —it 
hour, abhes the job ready to make-up. It uses the tools 
you abgnow have, placing no limitations whatever on the 
a day Wi of tools you must buy to operate it. 


e Pipe revolves, the tools stand still- a decided 
S the Bhntage in performing these operations. 


hree : ; : : 
ree range is |, to 2 inch in the machine increased 
. inch with the universal shaft. 


0 thregio. 44 Beaver Power Drive is simple in construc- 

| the $p and operation and is absolutely dependable; 

your s made of the best of materials, including cut 

, running in oil; it is portable, yet sturdy and 

- on haperful (see illustration) equipped with a !4 H. P. 

turn t#vwy Duty motor. Attach to an ordinary light 
et. 


ep Tiincreased Profits 


bor is @ your profits—you are paying for 
ou no min a short time the Beaver Power 
-y top 

ower Dgasonable that you can’t afford to 
hand labor with profit. 







ready—-write for your copy. 


DEN @, Warren, Ohio 














Any type of Die Stock can be 
used but we show No. 25 
Beaver (1 to 2 inch) adjustable 
die stock which saves the time 
of changing dies and bushings. 



































Showing how easily the No. 44 
Beaver Power Drive makes up 





For Electric Currents: 
A. C., 110-220 Volt; 60- 
50-40-30-25 Cycles; D.C. 
Currents, 115-230 Volt. 









fittings let the machine do the 



























































Showing No. 3 Beaver Jr. 
Ratchet Die Stock ('x to 1 
inch) in connection with No. 44 
Beaver Power Drive. No. 3 Jr. isone 
of the most useful hand tools on 
the market. 
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work. 
Threading 6 inch pipe with No. 61 
geared Beaver Die Stock 2!) to 6 mm, 
inch adjustable using the uni- ‘ 
versal shaft. 4 inch is threaded Aw 
with No. 41 Beaver (2% to 4 inch w 


adjustable. 







The socket end of 
the shaft will fit the 
square of the pinion 
of any make of geared 
die stocks or pipe 
cutters 









Yours Stops! 


HOSE little losses the kind that keep piling up 

I day after day soon grow large. They are steady and 

regular. They often go unscen but their wasteful 
story is told by the figures in your bank book 


For instance: While the men in the picture spend Set the dial plate to size 
time hunting for dies and bushings and more time ~—that's all and a Bea- 
changing them when found, their pay goes right on oF Save. 
no time out for unproductive effort. YOUR money goes 
out but brings back no profit on the waste. 


This expense is casily stopped. Equip your shop with 
Beaver Self-Contained Adjustable Die Stocks. They are 
complete within themselves shift the dial plate to size 

that's all, and they are ready 


Can you afford to pay high prices for time— and not 
have it return a profit? 


Think it over! 


The Beaver Catalog will show you the way out of 
this expense. Write for a copy and see for yourself 
i P’ The Universal 

chuck quickly 


THE BORDEN COMPANY centers the pipe 


no loose bushings 
$10 Dana Avenue 


WARREN OHIO 


}ADJUSTABLE BEAVERS ware 
INo. 6—%" to 4” i SUTTERS 

1 No. 25 to 2” Plain ' No. l-- "to 1” 
to 2” Ratchet | No. 5 le” to 2” 
4” / No. 10—-2',” to 4” 

i GEARED TYPE 
12” | No. 106-—-2',” to 6” 
: 45 ~ 
NON-ADJUSTABLE No 28° tote 
3 Jr. Ratchet \” 


rol" |The Easiest Way To Cut Good Threads 
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Secretaries Meet at Evansville. 


(Continued from Page 23) 


panies are supporting the laboratory, and in at least one 
instance are insisting on the American Gas Association 
certificate, before buying a commodity. In Baltimore, 
Md., the rules of the American Gas Association are used 
us a basis for issuing business. The commercial section 
of the gas industry plans a sales campaign to be carried 
on by local groups, with the gas companies and plumbing 
and heating contractors working together. 

Major Forward read the report of the committee which 
several years ago studied the relations between the plumb- 
ing and heating dealers and the American Gas Association. 
This committee affirmed that a better understanding be- 
tween the two factors concerned would tend to: 1. In- 
crease the volume of gas appliance business for the 
plumber and the gas company; 2. eliminate the sale and 
installation of cheap and inefficient appliances; 3. estab- 
lish in the minds of the public a higher regard for gas 
service and standard appliances, and confidence in the 
merchandiser. The report also stated that gas companies 
are in a position to offer to the plumbing and heating 
dealer: The assistance of salesmen to help close sales; 
the loan of suitable stock for the dealer's window; assist- 
ance in preparing window displays; sales literature im- 
printed with the dealer’s name; appliances from stock at 
prices which will enable the plumbing and heating dealer 
to meet his overhead and make a fair profit. The report 
also said that if the gas company was to give this service, 
the plumbing and heating dealer should: Agree to handle 
only standard appliances or such as are built to present 
or subsequent American Gas Association specifications; 
make installations, particularly of automatic water heat- 
ers, in accordance with the gas companies’ approved prac- 
tice; follow the gas companies’ rules for the piping of 
buildings and homes. 

Frederick E. Fladd made a motion, which was carried, 
urging that a special committee be appointed by the 
National association, when it meets in June, to study a 
practical basis of co-operation between the plumbing and 
heating dealers and the gas companies of America. 

Wilbur R. Dosher, national secretary, stated that he has 
found the gas companies willing to co-operate in every 
detail, as has also been the experience of William R. 
Brookman, field secretary, Master Plumbers’ Association, 
Norfolk, Va. On the other hand, some speakers reported 
unsatisfactory experiences. 


SHOULD HANDLE MORE GOODS 

RESIDENT HENRY E. LONGLEY, in his address 
Pp quoted Herbert Hoover as saying, “any problem can 
be solved if you have the accurate data. Make sure you 
have the facts; then you can command the situation if 
you work at it hard enough and long enough.”’ Mr. Long- 
ley said that the plumbing and heating contractors should 
handle more of the plumbing and heating goods that are 
manufactured, and urged greater efforts to obtain this 
business. 

B. Y. Kinzey, secretary, Richmond Master Plumbers’ 
Association, Richmond, Va., said that the plumbing and 
heating contractors and the jobbers in his city co-operate 
to improve the industry and the only trouble they experi- 
ence is with the non-members of the association. 

“Let the obstacles come, and meet them, greet them and 
beat them,’ was the way Wilbur R. Dosher, national sec- 
retary, Wilmington, N. C., expressed himself on the sub- 
ject of making a wholesaler a wholesaler. 

Col. W. G. Archer, National Trade Extension Bureau 





WATER HEATERS 


are hot stuff. And they are built 
of steel in the the same fine manner 
as the famous Kewanee Boilers 


KEWANEE BOILER COMPANY 


Kewanee, Ill. 











PIERCE 


Boilers and Radiators 


Firebox Boilers 
Steam and Altitude Gauges 
and Thermometers 


PIERCE, BUTLER & 
PIERCE MFG. CORP. 


General Offices, 41 East 42nd St., New York City 
BRANCHES IN ALL PRINCIPAL CITIES 
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Why waste time setting anchor bolts 
\) accurately’ Use E-Z Hangers and put 
(| the anchor bolt in about the rigkt 
\ place. The E-Z adjustment with a 
‘15-inch pipe takes care of both 
height and lateral variations. 


HEALY-RUFF COMPANY 
70 Hampden Ave. . St. Paul, Minn 
“A big help to customers” 


\ SANT EL NN CHEA PAA, Yai apa 
\ iy been \\ Mh, hil RAN) ANY \ wit } IEA\ 











SQUARE re) GEE 


lron £ Malleablelron | FITTINGS 





We are so proud of Square 
“Gee fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 


THE GRABLER MANUFACTURING CO. 
CLEVELAND, OQ. 
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Ty Seat may be Clean 


a 


fw only a WHITE ¢ seat LOOKS clean 




















HE pleasing effect of the all- 

white bathroom STASCO 
White Pyralin Seat and _ all 
elicits exclamations of delight from 
everyone who sees it-—and stands 
as an advertisement of your shop 
and your workmanship. 


The white seat-—-when it’s a 
STASCO Pyralin— does even more 
than that. It stays white. Its 
smooth, non-cracking, non-chip- 
ping, non-staining surface con- 





tinues as a delight to every house 
wife, and when there is more 
plumbing needed, the recollection 
of that seat swings the business to 
the plumber who put it in. 


STASCO Seats pay in every 
way in their ability to hold busi 
ness and to attract new business 


Kotar 


STANDARD TANK & SEAT CO. 


CAMDEN - - - NEW JERSEY 








This trade - mark 
signifies quality 
Twenty years of 
knowing how are 
behind cach scat 

that bears 
the STASCO name. 


Ask Your Jobber for Them! 





Mention Domestic ENGINEERING when writing advertisers. 
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staff, said that more optimism was needed in our view 
— of life “The fellow who is looking for trouble is sure 
to find it,” said Mr. Archer. He asked the presidents and 
secretaries to support William G. Bergner, the new secre- 
tarv-manager of the bureau in the same manner they had 
supported former manager William J. Woolley . 


Ask for profitable details on the 20 gal. Unit 


IMPROVE CREDIT CONDITIONS 


—_ ~EORGE H. WILSON, of the Bureau, read his paper | 
youn credit and collection bureaus as operated by vari- | 
ous associations. He warned that any contemplated plan | 


should be carefully gone over by some one competent to 
pass judgment as to its legality, before it is put into opera- 
tion. Mr. Wilson said that the value of the service ren- 
dered by a credit and collection bureau to the members THE CLEVELAND HEATER CO. - Cleveland 
of an association depends largely on the prompt willing- the quality Tank Heater Builders for 20 years 

ness of the individual members to exchange experiences. 











A collection bureau operated in connection with an asso- 
ciation is one of the most effective means of collecting slow M If ili 
rsycn rs -Oiling Power Pumps 
accounts due to the fact that it brings group pressure to ye Se O n owe p 
bear on the delinquent debtor. When @ Myers Self-Oiling 
William R. Brookman, field secretary, Master Plumbers’ . Power ee —_= there 
P y , P is a satisfaction i w 
Association, Norfolk, Va., also read a paper on credits ies ieee ace, lh Pageey 
and collections. He reported that the Trade Extension uniform and that the opera- 
Bureau system was at first used at Norfolk. It was soon 





tion and maintenance costs 
will be cut to the minimum. 
Twelve sizes, operation any 
power, meet most require 
ments in domestic, agricul- 
tural, commercial and indus- 
trial fields. No. PP56 catalog 
mailed, if interested 


THE F. E. MYERS 
& BRO. CO. 


Ashland, Ohio 
fAshiand Pump and Hay Tool Works 


found, however, that while the members reported the de- 
linguent accounts for listing, they failed to avail them- 
selves of the information on the association's files In 
order to correct this, it was decided to furnish each mem- 
ber with a complete credit file. The cards on persons 
reported to the Norfolk association by its members are 
filled out with the following information: 1--Name and 





address of the person reported; 2—-address where work 








was done; 3—-the amount outstanding, if any; 4——class of 














account, “‘A”’ or “‘B" (class “‘A’’ designating accounts un- 
collectible or of long standing, class ‘‘B’’ designating an 
account over three months old, ‘‘slow pay," “‘doubtful’”’ or 
risky’’); 5—name of reporting member; 6—-any additional 
information reported or gathered. Members of the Nor- 


Full 


folk association are expected to report to the collection 
Waterway 


bureau immediately when an account is paid in part or in 
full, so that members can be notified to change their files. 


Well 
Constructed 


The card is not removed from the file when an account 
is paid, credit simply being entered on the card. Mr. ’ 
Brookman said that his association will endeavor to collect #3 ° s)t FF 
bills for its members, when so requested and, failing, turns 
? Fixture 
them over to a reliable collection agency. 
John H. Keane, secretary, Pittsburgh Master Plumbers’ 
ae Ask For 
Association, Pittsburgh, Pa., reported that they had not 5 | 
been as successful in his city in the collection of past due No. 1020 
accounts. A system of four letters is used. He advised AMERICAN SANITARY MBG. CO., Abingdon, Illinois 
the plumber to make sure that the general contractor was 
able to pay before doing any work for him 
In Florida, according to the report of D. L. Griffin, sec- 


retury, Master Plumbers’ Association, Tampa, Fla., the e el ne 
credit and collection system used works very well. He I 
said that the plumbing and heating contractor should send 


out his bills on time, and if not paid, follow up with a 


personal letter. Mr. Griffin stated that prior to the adop New MODEL’ j | 





tion of the present system thousands of dollars were lost 


annually by members on uncollected accounts, but that I hermostat 


during 1925, when the city of Tampa issued $23,000,000 With 8-Day Clock:::-7 Jewels if 
worth of building permits, the plumbers of that city put Remarkably Low Priced! 


only $763 of so called bad accounts on their books 


Write for Catalog. 
BUREAU NEEDS HELP OF ASSOCIATIONS @ yy LIS 
TILLIAM G. BERGNER, secretary-manager, Trade INNEAPO 

VW Extension Bureau, told of the value of the Bureau HEAT REGULATOR Co. 


to heating contractors, master plumbers and their associa- 
: fp : 280 ., So., Minneapolis, Minn. 
tion He said that the object of the Bureau is to promote, 1 Fourth Ave., , ‘ 
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Improved 


Badger Waste 


— Lever Operated 





SEVERAL PATENTS PENDING 


No Panel Required 
Will Not Catch Lint or Sediment 
Cannot Get Out of Order 
Works Like a Pop-Up 
No Stopper Concealed in Wall 


Will Empty Tub in Less Than 
Three Minutes 


Milwaukee Flush Valve Co. 


Milwaukee, Wis. 
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encourage, improve and increase the plumbing and heating 
business in all its forms. He pointed out that the pera 
tion of the associations is necessary to the Bureau much 
as they need the help of the Bureau. Mr. Bergner 1 that 
he plans on opening a special association departinent t 
help the different associations to operate in the : t suc 
cessful way. He said that the whole association blem 
is to co-operate with one another and get down to rk 

R. G. Thomas, president, Associated Master Plumbers of 
Texas, San Antonio, Tex., made a motion that rising 
vote of confidence in his ability to handle his new rk be 


given Mr. Bergner. This motion was carried. 
B. Y. Kinzey, secretary, Richmond Master Plumbers 
Association, Richmond, Va., told how harmony is promoted 


among the members of his association. He said that al] 
complaints are made to the secretary in writing, and if he 
is unable to settle the question, the two men are sught 
together before an adjustment committee. He said that 
one of the best ways to promote harmony is to w the 


members how to make more money. Charles P. Kelley 
president, Master Plumbers’ Association, Huntington, W 
Va., said that he believed the best way to promote harmony 
is through social affairs. He felt that the element of 
selfishness is one of the worst enemies of an association 

John E. Green, president, Michigan state association 
said that the North End Club, whose membership is com 
posed of twenty-one Detroit plumbers, is an excellent 
medium of promoting harmony. Many parties are given 
and the members have become well acquainted. 

William R. Brookman said that the way to get members 
‘get under theirskin.”” “Go around 
and visit them before the meeting night and get good 


to attend meetings is to 


speakers,”’ said Mr. Brookman, 

Joseph W. Cannon, Sr., president of the Chicago Master 
Plumbers’ Association, spoke of the difficulty in securing 
personal contact in a large city. In order to overcome 
this, Chicago is divided into sections, with leaders for 
every section In this way, responsibility is given to more 
men. Mr. Cannon said that the Chicago association main 
tains a quantity survey bureau and a charge of one-third 
of the estimator’s time is made for service. 

An interesting talk was given by W. C. Brooks, of the 
Credit Alliance Corporation, New York City. He said 
that the question today is not price, but terms. The auto 
mobile industry is one of the largest in the world and 
much of its success must be credited to the partial pay 
ment plan. He stated that last year $200,000,000 worth 


of automobiles were sold on time payments and only 


$2,000,000 worth of plumbing and heating equipment. Mr 
Brooks asked the question, “If the automobile and radio 
industries can sell their merchandise in this way why 
can not the plumber?” He said that the plumber of today 
is hindered chiefly by the lack of capital. 


’ 


APPRENTICE TRAINING IS GROWING 
~ L. BOWMAN, head of the Bureau’s apprentice 
cite work, said that the need for apprentices in 
this country is greater now than ever before, and that it is 
the duty of every community to train the kind of journey 
man it needs today and will need tomorrow. Mr. Bowman 


said that in order to establish an apprentice schoo! it is 
necessary to: 1—Make a survey of conditions in the dis 


trict; 2—-make a list of all the apprentices; 3—-make a 
| get of rules governing apprentices; 4—-get a competent 
instructor, equipment, meeting place, money and text 
books. He stressed the point that it is cheaper in the 


long run to employ only a first class instructor 

John A. Quinn, president, Philadelphia Master Plumb 
ers’ Association, Philadelphia, Pa., said that 7,00 
throughout the country are taking the apprenti ip 
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INDIANA 
Tank Fittings 

































Indiana Tank Fittings are 
used as standard! equip- 
ment by some of the 
largest closet tank manu- 
facturers in America. 


Why? 


Because they can be relied 
upon to give smooth and 
uninterrupted service — 
always. 


























“The heavies 
THE INDIANA standard 
BRASS COMPANY tank fittings 


The Largest Exclusive | ” 
Manufacturers of Tank made 
Fittings in the World 


Frankfort - Indiana 
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_ Three Vital Questions 
| | Every Advertiser 
~ Should Ask 


Most advertisers today protect their appropriations 
by demanding complete information on circulation 
—with the three following questions answered in 
the affirmative the advertiser is absolutely sure of 
adequate returns. 








1.—Does it reach the field desired? 


2.—How much net paid circulation has the 
publication? 


3.—Are the publishers’ claims verified and cor- 
roborated by an Auditor’s report from the 


Audit Bureau of Circulations ? 


We are proud to be,in a position to qualify to 
every demand of the advertiser, as our records are 
regularly examined by the A.B.C. 


Our last audit report is available and open for in- 
spection and is full of facts that the advertiser 
should know in the placing of his appropriations. 


DOMESTIC ENGINEERING 
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course. and urged contractors to support the work. Wil- 
liam Lang said that there are 410 boys going to school 
in Chicago one day each week. Albert J. Wilson, vice- 
president, National association, said that in San Fran- 
cisco, Calif., the apprentice starts at $2.50 a day and 


is given a raise of 50 cents every six months. 

Howard E. Jones, head of the sales help division of the 
Trade Extension Bureau, talked on the ‘‘ask 'em to buy” 
campaign. 
successfully succeeded in selling anything is by asking 
them to buy. He said that 90 per cent of the plumbing 
and heating business being done at the present time is 
produced by human needs, and that the dealers by better 
salesmanship could greatly increase their volume. Mr. 
Jones asked for the co-operation of every officer in every 
association in pushing the ‘‘ask "em to buy”’ campaign. 

John A. Quinn pointed out the danger of ‘Wildcat 
Jobber Advertising,’’ and said plumbing and heating con- 


tractors must wake up to this danger and do more 
advertising. 
James J. Cunningham, secretary, Missouri State Asso- 


ciation of Master Plumbers, read a paper by Mr. Diebold. 
He said that in Kansas City the accounting classes are lim- 
ited to 14 or 16 pupils, and are composed of master plumb- 
ers, their bookkeepers, their wives, sons and daughters. 
A great deal of time is spent on the fundamentals. It 
usually takes 25 to 30 nights to finish the course. 


SHOULD SEEK INDUSTRIAL WORK 

~ R. HERSKE, manager, Heating and Piping Contrac- 
sing Cleveland Association, Cleveland, Ohio, said that 
the heating and plumbing contractor must show the indus- 
trial plant that he can save them time and money on their 
installation. He advised all plumbers to get in touch with 
the industrial plants in their districts and find out their 
needs. He pointed out the fact that the contractor is in a 
better position to do the work because he has the neces- 
sary training and equipment. If the work is put in the 
hands of a contractor, it relieves the industrial plant of 
tying up a large sum of money long before the actual work 
commences. Mr. Herske said that the only way to get 
this business was to go out and ask for it. 

Charles J. Samuel, master plumber, Montclair, N. J., 
said that the plumber is not doing his part in advertising. 

He said this is shown by people asking a plumber if he 
carries some certain article that they have seen adver- 
tised. They know the article is made from reading the 
manufacturer’s advertisement, but the plumber is not 
doing his share by letting them know he handles the 
desired piece of merchandise. Mr. Samuel stressed the 
importance of the display window as an advertising 


He said that the only way anyone has ever | 





medium, and the importance of changing it frequently. | 


Howard E. Jones read a paper contributed by George Ber- 
nard, of the George Bernard Heating Co., Inc., New York 
City. Mr. Bernhard said the plumber must let the public 
know that he is in business. He said that fair and just 
treatment of employes is one of the best ways of securing 
favorable publicity. 

H. E. Hulseman, of the Bureau, explained the value to 
both salesman and contractor of the standardized catalog 
binder. He pointed out the great amount of time and 
money that is saved by its use. 

A. P. Eberlin, Bureau statistician, explained the work of 
the statistical department. He said that in the future 
more attention will be given to finding ways of cutting 
expenses. He said that business statistics must be used 
to serve the business. 

In the discussion of collective advertising, it was pointed 





Out that this is one of the best investments of association 


funds that it is possible to make. 


It will not cause the | 
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Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 


reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 


trol. Ask us to tell you why. 
WRIGLEY BUILDING, CHICAGO 


‘ 
Eastern Warchouse Stock, Eush Terminal, N. Y 1) 


YICHMOND 


PRODUCT... 
“THE HUSKY BABY” 


(Richmond Adjustable Stand) 


The ideal boiler stand to stock in quantities 
8trong—will support two or three times the 
weight of any range boiler. Adjustalle 
takes 30 or 40-gallon tank. Compact 
knocks down for storage and shipment 
Profitable— Priced low and sells fast. What more 
could you ask? Jobbers—ask for prices. 


RICHMOND 


FOUNDRY & MANUFACTURING CO, 
RICHMOND, VA. 


Ask for Bulletin D 6. 
MSDONNELL & MILLER 






























Father of all the other 
combination sink fixtures 
and far and away the 
biggest seller of the lot. 
You'll make no mistake 
to keep on selling Classics, 
no matter 





how many 
substitutes come hammer- 


CHICAGO ™"™ 
T c ET S The Chicago Faucet Co. 


v 
EAGLE SOLDERS 


AGLE Solders are scientifically produced to meet 

the special requirer-ents of every industry. Their ac- 
curacy reduces initial costs and increases production. 
They are furnished in bar, wire, tape, triangular, capping 
or drop forms—made of virgin metals—each bar stamped 
with the Eagle Trademars and numbered stars. Insist 
upon Eagle * Solders. 
The EAGLE-PICHER LEAD COMPANY 


Chicago + Joplin - Cincinnati 
Producers of lead and allied products 























Branches in all principal cities 





Eleven Plants 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 


service 
Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 


or after flushing. 











200 Gallons Per Hour 


Here is the ideal Electric Water 
System for the average home. It has 

mp capacity of 200 gallons per hour. 
“quipped with a 30-gallon galvanized 
tank and a one-sixth H. P. Repulsion 
—Induction motor. Shipped to you 
completely assembled in one crate. 
$125.00 list. 


This Uniflow Pump is a big seller 
It is ruggedly built and guaranteed to 
give satisfaction. Special discount to 
dealers. Write for prices and catalog. 


The Uniflow Pump & Mfg. Co. 
Fifth & Perry Sts. Dayton, Ohio 

















Automatic Gas Water Heater 


If you want some real evidence 
about Humphrey Heaters, go to 
the people in your town who own 
them. What they tell you will 
help you to sell others. 


Humphrey Company 
(Div. Ruud Mfg. Co.) 


Kalamazoo = - Michigan 


Type ssa 


















KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 
Elmira, N. Y. 


















Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 
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January 


public to storm the plumbing shops the second 4d: 


will it prevent some contractors from selling at 


prices But it will inform a reasonable majority 
public where they can buy first class plumbing and } 
goods 


held in the 
Following the 


On Tuesday evening a banquet was 


peiian room of the McCurdy Hotel. 


cigars were passed, and the presidents and secretari: 


bac k to enjoy 
the program committee, 
Those in attendance, as shown by the list 


the Trade Extension Bureau, were: 


Contractors’ Associations 


\. Bachman, Seecy., Heating & Piping Contrs. Assn 


eland Heating & Piping Contr 
Cleveland, Ohne 
] A. de la Ruelle Bus. Mer Heating & Piping 


I>, ¢ Fulmer. Seey Heating & Piping Contrs. Assn 


Thos. Ciale, Se St. Louis Heating Contrs, Assn 


I R. Herske Assn. Mgr The 


Ohio 


Heating & Piping « 


Heating & Piping Contrs. Assn 


W. Lunda, Secy., Heating & Piping Contrs. Assr 


R. J. Moran, Secy Heating & Piping Contrs. Assn 


Secy., Lowell Assn. of Heating & 


Heating & Piping Contrs. Assr 


clations 


\ Auchinachie, Pres New York Master Plumber 


J. N. Belanger, Secy., Heating & Sanitary Engineer 


Master 
Louisville 
Braun, Seey., Chicago Master Steamfitters’ 
‘hicage, 11 
John <A 
Plumber « 
Win R 
folk, Va 
lo W 
Ass? Chicago, Il. 
L. F 


Florida State 
Tampa, Fla. 
Master 


Bronzonie Secy., Assn. of 
Heating Dealers 
Assn 


Brookman, Seecy Plumbers’ 


Cannon, Sr., 


Carson, Secy Sanitary & Heating Contrs 
Mich 
W I Clucas, Pres., St 

T. J. Cronin, Seey., New York Master Plumbers’ Assn., 
hamton, N. Y¥ 

Jas. J. Cunningham, Secy 
er Kansas City, Mo. 

W. M. Daly, St 

ood, Mo 

I. H. Daniels, See’'yv, Gary Society 
Giary, Ind 

Wilbur R. Dosher, Seey., 
Wilmington, N. C. 


i. Ellen, Seey., Ohio 


Nat'l Assn. of 


State Assn. of Master Plumbers 
ind, Ohio 
W H 

Quiney, Il! 
Fred’k FE 

ter, N. Y. 
J. D. Gallivan, Pres., 


Iintwistle, Secy., Illinois Master Plumbers 


Fladd, Seey 
Indiana Society of San. Eners., 4 


John Graham, Pres., Pittsburgh Master Plumbers 
Pittsburgh, Pa. 
J. Kk. Green, Pres Michigan State 
Detroit, Mich. 
I). L.. Griffin, Seey., Master Plumbers’ 
Wm. A Pres., The 


, Cincinnati, Ohio, 


Tampa, | 


Assn 
Harlow, Cincinnati 


Assn 


the interesting entertainment provid: 


prepar: 


Master Plun 


Louis Master Plumbers’ Asst 


Louis County Master Plumbers’ Assn., | 


199 
1926 


hor 


idal 


ting 


Plumbers’ Ass! 


4 


Ma 


President, Chicago Master Plu 


Missouri Assn. of Master I’! 


of Sanitary Engi: 


Master Plun 


Associated Master Plumbers, R 


1 


Assn. of Master I’ 


Master Plun 
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THE HAJOCA BERWYN 
(Patented) 








THE HAJOCA ARDMORE 
(Patented) 


The Cleanest Bath Fittings For 1926 


Endorsed by sanitarians for cleanliness. 
Specified by architects for positive operating reliability. 


Used by plumbers for ease and simplicity of installation 





& 


The sanitary merits of the Hajoca 
Berwyn and Ardmore Bath Fittings 
are openly clear and convincing to all, 
especially to the bather who wants an ab- 
solutely clean fixture and hygienic bath. 


Notice how the pop-up principle is 
used on the waste mechanism. The 
stopper operated by an outside rod 
keeps the water in the tub — none cir- 
culates through under-floor arm_ or 
other pipes. Consequently there can 
be no “backflow” of unclean and ob- 
jectionable residue and possible harm- 
ful germs left in such pipes from pre- 
vious bathings. 


HAINES, JONE 


SAN FRANCISCO 
CHARLOTTE 
WEST PHILADELPHIA 


PHILADELPHIA 
JACKSONVILLE 
MACON 








ou 


BOSS WORKS, omni ace ceonia wa 


SAVANNAH 


NORRISTOWN, PA. WILKES-BARRE es 
TAMPA GERMANTOWN @ 
4 


This feature has widely popularized 
Vhe Hajoca Berwyn and Ardmore Fit- 
tings with all classes and brought into 
the practice of modern sanitary plumb- 
ing a new and higher standard of 
bathing cleanliness. 


The Berwyn and Ardmore can_ be 
used on any style or design built-in 
bath requiring concealed fittings. They 
are extremely easy to install, fool-proof 
in operation, moderate in cost and 
embody the high class, desirable quality 
of Hajoca Brasswork. 


Your Jobber Can Furnish Promptly 


Ss & CADBU RY Co. 


norore 
HAJOCA PLUMBING GOODS 
GENERAL OFFICES, PHIL ADELPHIA, Pa. 


(RON WORKS nonmaistOwn, oa, 


RICHMOND, VA. 
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Wm. F. Henderson, Pres., Gary Society of Sanitary Engi. 
neers, Gary, Indiana. 

W. M. Johnson, Secy., Master Plumbers’ Assn., Hur gton. 
W. Va. 

John H. Keane, Secy., Pittsburgh Master Plumber Assn., 
Pittsburgh, Pa. 

Chas. P. Kelley, Pres., Master Plumbers’ Assn., Huntington, 
W. Va 


e 
Practical hn. Y. Kinzey, Secy., Richmond Master Plumbers Assn., 
Richmond, Virginia. 


Chas. E. Knapp, Connecticut Master Plumbers’ Assn., Stam- 


ford, Conn. 
W. G. Lang, Director, National Association of Master 
anu iumbers, Chicago, Ill 


H. E. Longley, Pres., National Association of Master !’\umb- 
ers, Wilmington, N. C. 





Gives not only the details Jos. A. Lynch, Chair. Edu. Com., St. Louis Master P| bers 
of the methods of con- Acon., Ot. Lewis, Bee, 

E ‘. H. S. Lynn, Secy., Denver Master Plumbers’ Assn., Denver, 
struction, design and Colo 
installation of heating I’. A. MacKenna, Exec. Clerk, National Association of Master 
systems, but also com- gry onan N. oe 

: . . MacKenzie, Secy., Master PI bers’ Assn., West Ps 

pletely explains the prin- Rene — enzie ecy aster umbers'’ Assn Palm 
ciples upon which they M. R. Manley, Director, The Cincinnati Master Plumbers 
are based—so clearly | Assn., Cincinnati, Ohio. 


J. M. McCarthy, Secy., The Cincinnati Master Plumbers’ 
Association, Cincinnati, Ohio. 

Fergus M. McLoughlin, Secy., Master Plumbers’ Ass: New 
York, N. Y. 

Peter M. Munn, Secy., Chicago Master Plumbers Assn., 


Chicago, Til. 
A Few Oo t e Many Ira H. Morris, Secy., Master Plumbers’ Assn., Newark, N. J 


John F. O'Flaherty, Secy., FE. St. Louis Master Plumbers 


that any heating man 
can understand it. 








. . Assn., E. St. Louis, IL. 
Things It Explains | Frank S. Prior, Ohio State Association of Master Plumbers 
Akron, Ohio. 
John A. Quinn, Pres., Philadelphia Master Plumbers’ Agssn., 
Philadelphia, Pa. 


The Practical Manual explains all the funda- 


mental laws governing boiler and radiator heat. | Fred W. Rettmann, Secy., Saginaw Association of Plumb 
It begins with the chimney, an important item | ing & Heating Dealers, Saginaw, Mich. 

in the successful operation of a plant, and ex- | A. G. Ries, Secy., Homestead Master Plumbers’ Assn., Home- 
plains all the elements that affect the draft. It stead, Pa. 

gives various methods of figuring radiation; ex- George F. Roser, Secy., Louisville Master Plumbers’ Assn. 


plains what causes heat loss and how to deter- 
mine the amount of radiation to counteract this 
loss. 


Louisville, Ky. 
R. FE. Scannell, Secy., Assn. of Master Plumbers, Utica, N. Y. 
Geo. L. Satterlee, Pres., Missouri State Association of Mas- 


It explains and illustrates in detail the construc. | ter Plumbers, Kansas City, Mo. 





tion of boilers, showing the evolution of heating J. Sheehan, Director National Association of Master P’lumb- 

boilers. It explains the different effects ob- ers, St. Louis, Missouri. 

tained by using coal as fuel and how to figure Lawrence J. Spaeder, Secy., Erie Master Plumbers’ Assn., 

the results to be obtained from a given boiler Erie, Pa 

with a given quality of coal. R. G. Thomas, Pres., Associated Master Plumbers of Texas, 
San Antonio, Texas. 

It explains the heating value of various kinds of Harry A. Toelle, Secy., Terre Haute Master Plumbers’ Assn 

fuel. It contains a valuable chapter on radia- | Terre Haute, Ind. 


tors. Vapor heating systems are described in | John J. Vogelpohl, Director, National Association of Master 
detail The fundamental principles on which Plambers, Gaclanati, Obie. 
all vapor systems are based, are given. Vapor é eae ee nee , 
pump heating systems and Vapor-Vacuum Sys- Clarence FE, Wahnsiedler, Secy., Evansville Master Plumb- 
tems are analyzed and described. | ers’ Assn., Evansvile, Ind. 
Chairman Albert J. Wilson, Vice-Pres., National Association 

The book is illustrated throughout. In some of Master Plumbers, San Francisco, Calif. 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it | Wm. R. Yonce, Secy., Champaign Master Plumbers’ Associa- 
so clearly that any steam-fitter or plumber can tion, Champaign, IIL. 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 
heating. | R. G. Bookhout, Managing Editor, Plumbers’ Trade Journal, 
: New York, N. Y. 

. rm Leslie N. Heatherton, Plumbers’ Trade Journal, New York, 
Price $3.00 Postpaid N. 

Ek. G. Hutchison, Domestic Engineering, Chicago, I)! 

} J. R. Lewis, Plumbers’ Trade Journal, New York Cit) 
Published by R. V. Sawhill, Domestic Engineering, Chicago, Illinoi 


G. R. Stearns, Domestic Engineering, Chicago, Illinois 


Howard G. Yocom, Secy., Reading Master Plumbers’ Assn., 
Reading, Pa. 


Trade Press: 


Speakers and Guests: 

Charles J. Samuel, Master Plumber, Montclair, N. J 

Sy Martin, H. P. Martin & Sons, Owensboro, Kentuck) 
T. E. B. Staff: 

Vice-Chairman Wm. G. Bergner, Secy.-Mgr., T. FE. B.. Hi. E 
1900 P iri A Chi Ill J ; ‘retary; G. H witeen E. L. Bowman, H. E. Hulse 

rairie ve., icago, 7 Jones, secretary; G. H. _ EL. . » } 

man, C. A. Bohrer, A. P. Eberlin, A. Woolfgang, J. B. Donohoo, 
H. HK. Foller, H. Calahan. 


Domestic Engineering 


BOOK DEPARTMENT 
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We'll be glad to tell you. We'll tell you briefly 
and interestingly and we won't use technical 
language. 


Events which took place over five thousand 
years ago were recorded by the Babylonians 
and Egyptians in tablets of clay. The same 
fundamental principles of pottery-making 
which they discovered are still used in the 


How Fottery Is Made 


manufacture of modern sanitary plumbing 
fixtures. 


The story of this amazing development is so 
interesting and so valuable to the plumbing 
trade that we have put it all into a booklet en 
titled, ““Established 3500 B. C.”’ This booklet 
is an easy, pleasant way to get information 
which can be profitably used in your business 


If you can’t come to Trenton and see the last chapter of this story in our 
plant, send for this beautifully illustrated booklet. It is the next best thing 
to a personally conducted trip through one of the largest and most modern 
potteries in the world. It’s instructive, it’s helpful and it’s free. 


BOSTON SAN FRANCISCO 


4 
4 
4 
4 
4 
fj = eo” Nem 
4 
4 
4 
v7 ai Address 


ALL-CLAY PLUMBING FIXTURES ,’«,, 


THE TRENTON POTTERIES COMPANY 
TRENTON, NEW JERSEY, U. S. A. 


This Coupon 


¢ 


4 
mail 





will bring j 
your copy ae 
ma ¢ Tre 
NEW YORK / renton 
hurry. , Potteries Co. 
¢ Trenton, N. J 
? U.S. A. 


Please send booklet, 
3500 B. C."’ by return 
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i | ie IS is a very popular 
ae member of the ‘*WISE- 
4 CO” family. Made from 
134-inch O. D. polished and 
nickeled seamless brass tub- 
| ing--with heavy cast brass 
! overflow elbow, waste elbow 
| and adjustable tee body 
‘| finished in white nickel. 
Regularly furnished with 
heavy wrot overflow strainer 
and cast waste strainer. 


' Like all ‘‘WISECO”’ products 
. : ‘**KAMARGO”  bears_ the 
oe guarantee of the manufac- 








turer--and that guarantee 
covers every condition of 
H service. 
' 
' No. 7317-17 Gauge 
No. 7316-20 Gauge 
| No. 7313—22 Gauge 
No. 7450—25 Gauge 
? 
: Your; jobber will be glad to tell 
you more about the ‘‘WISECO” 
family of tubular brass products. 
é 
f 
4 
2 The law of compensation has never been 
F repealed—nor declared unconstitutional. 
3 Perpetual motion is _ fa. 
‘ ¢ » ‘t get th or nothing n ¥ 
M anufactured by poco oar hoomivane. If >A pp 
preachers there'll be nobody left to make up 
our congregations or to put pants buttons 
} \ N T on the collection plates. We must quit 
B IS ] I living on hope and dreams and get down 
to facts and work. Forget tomorrow and 
: e ® 9 nc. realize Fe We must begin to give if 
a Dr c c t 
7 7 a aD Pl Tar in pati tJ ee 
’ W A I ERTOW N 9 N. a would be served. 
there t# no real 
3 a about 
Offices: ife or success— 


. werk cus Theway is plain 
New York — shicago San Fr: . tf we will but 
Philadelphia Dallas St. horeeubens follow the road 

and not attempt 
a short-cut 
which may lead 


Detour.” 
The Owl. 


REMEMBER ME | 
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THIS WEEK 





AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








ABOUT THE PROGRAM OF THE E. S. A. MEETING 

The program committee of the Eastern Supply Associa 
Directors of that 
the 


with the approval of the Board of 
organization, has that 
the February meeting will be open only to executives of 
member companies. The directors decided upon this 
policy with the that at the 
and the jobbers’ session in the morning and the combined 
clearing house meeting in the companies 
should be represented by men in a real managerial capac 


tion 


decided sessions first day of 


idea manufacturers’ session 


afternoon the 


authority to act for their respective concerns 


will tend to speed up 


ity, with 
This, it 
produce the most authoritative action. 


is believed, business, and 
R. A. Tate, vice-president, will preside over the jobbers’ 
meeting in room, tenth floor, Hotel Astor, 
beginning at and A. M. Maddock, past-presi 
dent, will preside over the manufacturers’ meeting, to be 
held in the south garden, tenth floor, of the same hotel 


the Belvidere 
10:30 a. m., 


and at the same time. 

Present plans are that the second day of the meeting 
will be open to all the trade and their guests. The two-day 
mid-winter convention is scheduled for February 10 and 


11, at the Hotel Astor, New York City. 


BOUGHT INLAND SUPPLY CO.’S BRANCH IN 
WATERLOO 

J. W. Winterbottom, vice-president of the Inland Supply 
Company of Chicago, has purchased this company’s branch 
in Waterloo, Iowa, and will hereafter conduct it under the 
name of the Winterbottom Supply Company Simultan 
eously with the purchase of this branch Mr. Winterbottom 
severed his connection with the Inland Supply Company 


PEERLESS SELLING CO. ORGANIZES NEW 
COMPANTES 


The Peerless Selling Co., Evansville, Ind., has recently 
The Peerless Missouri Co., at 4215 
Louis, Mo. John J. Shea, of St. 
president, treasurer and general 
The company has also organized the Peerless Pennsylvania 
Philadelphia Harry B. Lentz, president and gen- 


is in charge of this new company 


organized Clayton 


avenue, St Louis, vice 


manager, is in charge. 
Co., at 
eral manager, 


CRANE CO. ESTABLISHES BRANCH AT PHOENIX 


The Phoenix, Ariz., branch of Crane Co., Chicago, has 
recently been taken from under the jurisdiction of the 
Los Angeles, Calif., branch, and is now a full branch in 


its own right, with O. H. Benner as manager. 

CENTRIFUGAL PUMP DEPARTMENT SOLD 
Philadelphia, Pa., sold 
covering its 


The Earle Gear and Machine Co., 


all designs, patterns, patents and good will 


centrifugal pumps to The Aldrich Pump Co., 1 Pine street, 
Allentown, Pa., which will continue the manufacture of 
This transfer will in no way conflict with the 


Narle Gear and Machine Co., and 


the pumps. 
regular business of the 


will enable the company to devote its 


entire time to the 


manufacture of its other products 


SALESMEN ELECT 
No , A 


DETROIT OFFICERS 


The Greater Detroit ssociation of Plumbing & 


Heating Salesmen recently held its annual meeting at the 
club rooms of the Detroit Engineering Society in Detroit 
Mich., and elected the following officers for the ensuing 
year: President, Porter West: vice-president, EK. C. Peter 
son; treasurer, J. B. Caldwell ecretary, Jeff Creegan 
The meeting was addressed by Nelson B. Hubbard, con 
sulting engineer, who spoke on plumbing and heating in 
the new Masonic Temple, and described the type of sale 


man he likes to have call on him 


WILL ADDRESS SALESMEN AT BOSSES NIGHT 
Several prominent speakers have been secured by the 
program committee of the Greater New York Chapter No 


2, National Association of Plumbing and Heating Salk 


men for their first annual Bosses Night, to be held at the 
Martinique Hotel Thursday evening, January 28 The 
principal speakers will include Milton L. Lissberger, presi 
dent of Marks Lissberger & Son, Inc Long Island City, 
who will speak on “Stabilizing Profits by Organized Sell 


ing’; J. M. Chaplain, manager of the plumbing department 


of the John Simmons Co., New York City, whose subjeet 
will be “The Training of a Salesman’, and H. Uehlinger 
of the Hilo Varnish Corporation, Brooklyn, who will tell 


of “The Second Mile in Salesmanship.’ 
include a din 


officer 


Reservations for this meeting, which will 


ner, are coming in at a good rate, and association 


expect a large attendance 


NEW SUPPLY HOUSE ORGANIZED IN BUFFALO 


George Salzman, vice-presi 


dent of D. L. Hamill Co., But 
falo, N. Y., has resigned from 
his office with that company 
and has forméd the Salzman 
Sanitary Supply Co., Ine., 


with headquarters in Buffalo 


Mr. Salzman, who is president 


and treasurer of the new con 
cern, has purchased from the 
Hewitt Rubber Co property 





Halbert 


street, 201 by 89 ft. in 


on Dewey avenue and 


area, 


with a double track siding on 
the New York Central Rail 
road On this site the new 





concern is now erecting a 
George Salzman store and warehouse, whose 
address will be 1237-43 Dewey 


Halbert Pending completion of 
building, the temporary 


Mr. Salzman entered the employ of D. L 


avenue and 20-38 street, 
the 


building 


Morgan 
Hamill 


address is 307 D. S 
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Co. in 1895 as a bookkeeper and purchasing agent, and 
has been with this concern ever since. Starting by em- 
ploying his spare time in calling upon the trade, he grew 
to a position in charge of all sales and credits. In 1907 
he was elected secretary of the company and rose to vice- 
president in 1922 Irene M. Hilborn is secretary of the 
new corporation 


AMERICAN PIN CO. HOLDS SUCCESSFUL SALES 
CONFERENCE 

The semi-annual sales conference of the American Pin 

of the Scovill Mfg. Co., 

held recently in that city, exceeded all expectations as to 


Co., Division Waterbury, Conn., 


actual, worthwhile results. Genuine enthusiasm permeated 


the meeting from beginning to end, and everyone present 


was imbued with a determination to make the week a 
success. 
W. W. Bowers, sales manager, officiated as master of 


ceremonies. After his opening remarks, he introduced T. 
I. Driggs, division manager, who gave a short but compre- 
hensive talk on “‘Market Conditions,”’ which was followed 
by a general discussion of prices, demand, service and 
prospects for a successful 1926 

“Publicity and Advertising for 1926,” 
of a talk delivered by A. H 


illustrated by 


was the subject 
Goepel, advertising manager, 
and it the charts. S. J 
Cutting then outlined the plans of the promotional depart 


was well use of 
ment for the new year 

The week was replete with 
big banquet at the Hotel Elton, Clarence T. Hubbard, an 
official of the Automobile Insurance Company of Hart 
ford, gave the main address of the evening, “It’s There 
If You Go After It." All of Mr. Hubbard’s points were 
aptly illustrated by clever sleight-of-hand tricks, and many 
times during his talk, reference was made to various mem- 
This 


entertainment After the 


bers of the American Pin organization personal 
touch made a big hit with all present 

“The of Selling,”’ the 
delivered by Mr. Hargraves, the founder of a 


designed to increase the efficiency of salesmen 


talk 
service 


Science was subject of a 
He gave 
a detailed description of his service, illustrating the talk 
by asking various of the step up 
on the platform for a comparison of types 


members audience to 


Representatives were present from all of the district 
offices of the company, one coming from as far as San 
Francisco The next sales conference of the company 


will be held some time in June, and it is hoped that it will 
be as beneficial to all as was this one. 

NATIONAL PLUMBING & HEATING SUPPLY CO. 

HOLDS 1926 SALES CONFERENCE 

A two-day meeting, during which six smooth-running 
business sessions summed up the plans and business pol- 
icies for 1926, constituted the annual sales conference of 
the National Plumbing & Heating Supply Co., Chicago, on 
January 13 and 14. The big value of these annual meet- 
ings, according to this company’s officials, lies in the oppor- 
tunity they afford to get all members of the organization, 
from both the outside and the inside, together in “happy 
family’’ fashion and discuss problems and means of ad- 
vancing the interests of the company and of the individual 
Loyalty to the company and service to the trade were the 
keynote of the 1926 meeting, with E. C. Garrity, president, 
quoting, as his formula for sales success, ‘‘Put the com- 
pany before the goods. If the company is right, the goods 
will be right.” 

The details of business were efficiently handled in the 
company’s plant during the days and the evening of the 
first day. Department heads spoke on the relation of their 
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work to the problems of the salesmen, various m:nufac- 
turers described their products and demonstrations were 
given so that the salesmen could start the new yea with 
a full grasp of the workings of the home office and a 
proper understanding of the goods they sell. 

As fine an example of organization spirit as could be 


found was shown in the banquet which terminated the 


two-day meeting. This was held at the Hamilton Club 
and attended by practically all employes of the National] 
Plumbing & Heating Supply Co. S. M. Murdoch. vice 


president and sales manager, acted as toastmaster and 
added considerably to the gaiety and fun with his witty 
introductions and remarks. Entertainment was provided 
but, as the evening progressed, it became evident that the 
company itself had within its midst a good deal of talent 
E. C. Garrity and F. P. Garrity both gave inspiring talks 
and later were presented with beautiful bouquets by the 


sales organization. A gift from the salesmen to Mr Mur 
doch was a thoughtful tribute of their respect for their 
“boss’’ and a handsome addition to his trappings as an 


officer in the Illinois State Militia. Mr. Murdoch has re 
cently been promoted to colonel in this organization and 
his salesmen let this fact guide them in their selection of 
a saddle and silver eagles. 

At the banquet were several manufacturers, each of 
whom had a few words to say. Those present were George 
Meehan, Wolff Range Boiler Mfg. Co.; Richard Lane, Thos 
Maddock’s Sons Co.; E. S. Storm, Hoffman Specialty Co.; 
and Clifford Mahaffey, Speakman Co. Mr. Mahaffey was 
introduced as ‘‘almost one of the family’? and was pre- 
sented with a handsome bouquet of flowers. Practically 
every man there was called upon for a brief address, and 
the spirit of every talk was one of pride in the company 
and of harmonious relations between officers and employes 
A. W. GETZ NOW WITH WOLFF MFG. CORPORATION 

A. W. Getz, formerly presi- 
dent of the Goetz Brass Co., 
630 North Franklin street, 
Chicago, has recently been ap- 
pointed superintendent of the 
brass department of the Wolff 
Manufacturing Corporation of 
this city. He assumed his new 
duties January 1. Mr. Getz 
was the sole owner of the 
Goetz Brass Co., which he or- 
ganized in 1916. Previous to 
that time he had been in the 
brass manufacturing business 
in other lines than plumbing 
and heating. He has now sold 
out all of his interest in tha Oe" 
company, although it will con- 
tinue to do business under 
the old name. In changing the spelling of his name from 
Goetz to Getz, he states that it is merely for the sake of 
shortening and making easier the spelling, as well as to 
aid in pronunciation. 











A. W. Getz 





THE P. & H. SUPPLY CO. BUYS PLOT OF LAND 

The P. & H. Supply Co., of Fort Wayne, Ind., has pur- 
chased a very desirable plot of land within one square of 
the business center of that city, and is planning to erect 4 
concrete structure on this site to take care of its re 
quirements for years to come. This property is located 
near the main lines of the Pennsylvania railroad, and the 
company will have a track into its new building. 








January 23, 1926 DOMESTIC ENGINEERING 79 


PILOT FLUSH VALVES 




















THEY ARE USED IN THE NEW 
SALAAM TEMPLE, NEWARK, N. J. 


This new structure is one of the city’s show places, built for 
lasting service so, naturally, Pilot Flush Valves were used. These 
Pilots will be making good ten years from now as they are today, 


Pilot Flush Valves have an automatic self-cleansing and equal- 
izing by-pass. No normal amount of dirt can clog it. The 
diaphragm is of specially prepared leather that is next to ever- 
lasting. Pilots are adjustable, a real necessity for proper flush- 
ing and water economy. All Pilot repairs, though seldom 
necessary, may be had without removing the valve from the line. 






No. 22, PILOT 


FLUSH VALVE 
For durability, dependability, economy and moderate price 


install Pilots. They are made and backed by a company with 
a name respected in the trade since 1863. 


HEDGES AND BROTHER 
105 SOUTH STREET, NEWARK, N. J. 


Mention Domestic ENGINEERING when writing, advertisers 
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CALIFORNIA SALESMEN ELECT OFFICERS representative, with headquarters at 15 East Fayette 

At the first meeting of the new vear. held at the Wild street, Baltimore. Mr. Snyder, too, will have a mplete 

Duck Inn, Oakland, Calif., on January 7th, the Associa warehouse stock at his command Robert J. Kingsbury 

' tion of Plumbing and Heating Salesmen of California Who will cover the territory from Providence to 1 outh 
elected officers for the ensuing vear M. L. Geary, of @rn Connecticut state line, will have his headquarters 

Holbrook, Merrill & Stetson, was elected president: Ralph Devon, Conn., while G. A. Bottum, appointed western rey 

resentative, with offices in Detroit, will travel fr: Pitts 


Potter of Crane Co., vice-president; T. N. Reynolds, of the 
Oakland Plumbing Supply Co., secretary, and Thoma burgh to Chicago. 
Moran, of the M. Stulsaft Co., treasurer : 

CHICAGO JOBBERS LED BY STANDARD SANITARY 


MFG. CO. IN BOWLING LEAGUE 


Archibald Gatter, of London, England, and Calcutta 
India, entertained with a number of anecdotes and ex 
perience in the Far East which were quite interesting The Chicago Plumbing and Heating Jobbers’ Bowlin 
Ralph Potter as chairman of the day introduced the League is well into its season and excitement i wing 
speaker and had charge of the meeting. Norman W. Far as every Tuesday night determines the standing f th 
low, of Holbrook, Merrill & Stetson, San Francisco, also various teams. Standings for the week ending January 12 
made a short talk follow: 

Harry Marker, Oakland representative of the Mueller Team Ww L ro. TT Ave 
Standard Sanitary Mfg. Co 44 13 Ths 4 
las. B. Clow & Sons 41 16 719 { 

}. Illinois Malleable Iron Co 1] 16 719 47 

man, manager of the bowling team, announced that mem 4. Weil-McLain Co hy. 41 16.719 47 g 
3 4 

1 

{ 





Co., Was appointed chairman of the day for the next meet- 


| ing which will be held at the same place George Rod 


bers would indulge in some much needed practice that 5. Lehnen & Webb.... 35 «623.603 
‘ Wolff Mfg. Corp 32 25 561 


American Radiator Co 26 Sl 456 


evening 
2 SO RETAT IS ; Whitney & Ford .26 31 456 44 

HAVE APPOINTED FOUR NEW SALES . Davies Supply Co 1 40 298 ' 
REPRESENTATIVES 10. Walworth Co - 14 413.246 42 

1 Western Plbg. Supply Co 13 44 2238 41 

1 i 


lioelscher Bros. 2 45 211 





Four new sales representatives have been appointed by 
the Handon Boiler Corporation, New York City, an an a ‘ ’ ; 
nouncement by William T. Leonard, vice-president and ee Ae ee ee ee. ne eet ee 

: . second High Team Game, American Radiator Co 974 
general manager tates Roger G. MeQuilkin, 5607 Wil First High Team Av., 3 games, Jas. B. Clow & Sor 9 
lows avenue, Philadelphia, will cover that territory, and Second High Team Av., 3 games, Whitney & Ford So 
' will be in charge of the Philadelphia office, located in the First High Ind. Game, Kurtz, Standard Sanitary Mfg. 2 
Second High Ind. Game, Peterman, Jas. B. Clow & Sor 2 
First High Ind. Av., 3 games, Johnson, Weil-MecLain C 21 
Second High Ind. Av >} games, Krugman, Amer 


John M. Snvder was appointed Baltimore and Washington Radiator Co 


Guaranty Industrial Building, 2401 Chestnut street, where 


the company will carry a complete stock of its product 
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Meet Every Test 


First —-at the factory, where they are 
tested to 60 lbs. air pressure under water. 
Second— on the cost sheet, which shows 
them to be the most economical fittings 
of their kind. Finally—- on the job, where 
they never fail to give complete satisfac- 
tion, even under exceptional conditions. 


, You cannot go wrong when you in- 
stall Jenkins Better Brass Fittings. 

The record back of the ‘'Triangle J" 
mark is insurance of quality. 

Rich in copper, carefully cast and 
machined. 

Insist on Brass Goods bearing the 
Jenkins Mark. 


JENKINS MFG. CO. 


BLOOMFIELD, NEW JERSEY 
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| HAMMOND BRASS WORKS 
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HANDON BOTLER CORPORATION HOLDS SALES 
CONFERENCE 

The Handon Boiler Corporation, 101 Park avenue, New 
York City, held a general sales conference at its home 
office recently, which all traveling representatives of the 
company attended. William T. Leonard, vice-president, 
presided, while John H. Hanson, president, and George 
W. Donaldson, treasurer, were also present 


MANY CONCERNS WILL EXHIBIT AT OIL BURNER 
CONVENTION 


So much interest has been shown by oil burner manu 


facturers in the third annual convention and exposition of | 


the American Oil Burner Association, to be held at the 
Book-Cadillac Hotel, Detroit, Mich., April 6, 7 and 8, that 
it has been necessary for the committee in charge to en 
large the exhibit space in order to accommodate those 
wishing booths. All of the booths of the original plan 
were sold, with other firms asking for space, so 25 addi- 
tional have been provided and are now available, according 
to Secretary L. D. Becker, whose offices are at 350 Madison 
avenue, New York City. 


Personal Mention 


Chas. J. Stier, vice-president and assistant manager of 
the P. & H. Supply Co. and of the Fort Wayne Pipe & 
Supply Co., both Fort Wayne, Ind., has just been pro 
moted to the position of general manager of these con 
cerns, succeeding E. W. Puckett, who has resigned from 
the active management of the business. Mr. Stier will 
also continue to serve as vice-president. 

F. M. Minninger has been appointed Chicago represen 
tative for the Continental Heater Corporation, of Dunkirk, 
mo He is making his headquarters for the present 
at the Sheldrake Hotel, but expects to open an office in 
the near future. : 

C. N. Wagenseller, advertising manager of Mueller Co., 
Decatur, Ill., was married to Mary M. Hodgson, on De 
cember 31, 1925, at Springfield, Ill., according to an 
nouncement recently issued. 


William TT. Hannegan has 





joined the general sales de 
partment of Pieres sSutler & 
Pierce Manufacturing Corpo 
ration, New York City, an an 
nouncement made by that con 
cern states Mr. Hannegan is 
very well known in the east 
ern section of the country, 


trade since 1905, when he first 
began as an apprentice He 





secured his master plumber’s 
license in 1912, becoming as 





sociated with his father, John 





J. Hannegan, formerly presi 
dent of the New York City 
Master Plumbers’ Association, 


Wm. T. Hannegan 


in the Hannegan Plumbing Co. Upon his father’s death 
he took complete charge of this company, and identified 
himself prominently with Master Plumbers’ Association 
activities, serving as secretary to the Manhattan branch 
from 1922 to 1925, and acting on various committees, in 
cluding the chairmanship of the New York state educa 
tional committee. In the spring of 1924 he disposed of 
his plumbing business to take up selling and advertising 
work 


having been identified withthe | 
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ENTERPRISE 








Compression 


| BASIN COCKS 


| are not fancy or trick faucets, 
but just regular brass goods 
built to give permanent satis- 
faction. They represent one 
hundred cents worth of value 
for every dollar. 







Your 
Jobber 
| Has 
Them 


And, remember, the Enterprise Line 

is complete. It contains a_ basin, 

| bath and sink cock for every purpose 

| at prices which are reasonable 
Catalog “B’’ tells the whole story. 


| Write for a copy today. 








ENTERPRISE BRASS WORKS 
MUSKEGON MICHIGAN 
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This bath room outfit includes a shower bath over the 
tiled-in corner tub, an oval pedestal lavatory 22x31 inches 
in size, and a vitreous china closet combination withcellu- 
loid finish white seat. 


Write for catalog and name of Rundle jobber. 


| RUNDLE MANUFACTURING CO. 
Milwaukee, Wis. 


RUNDLE 


Plumbers’ Sanitary Enameled Ware 
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Gordon W. Burnham, Jr., of the American Pin Co Springs, Indiana, later visiting the home offices of his com. 
i Division of Scovill Mfg. Co., Waterbury, Conn., has been pany in Chicago. 
i transferred to the Chicago office at 1229 West Washing Walter Johnson, assistant to the New York City manager 
ton boulevard, to fill the vacancy created by the retirement of the American Radiator Co., Buffalo, N. Y., is back at 
; of Harry M. Algeo, who was obliged to leave Chicago on his desk at the gold and black building, 40 West 406th 
' account of the illness of his wife street, after a stay in the hospital, where he was operated 
John Fraser, Jr., president of the Milwaukee Valve Co on for appendicitis. Mr. Johnson has now fully recovered 
Milwaukee, Wi spent last week in New York City, call John W. Dutcher has been elected vice-president jp 
ing on the jobbers in company with salesmen of the charge of sales of the Baltimore Valve Corporation, Balti 
Hills-Stevens Co., his concern’s representatives in that more, Md. He succeeds Julian H. Marshall 
city. R. E. Cramsie, 203 Reliance building, Kansas City, Mo 
James M. Cosle, who has been a showroom salesman has been appointed manufacturers’ representative for the 
for the Standard Sanitary Manufacturing Company’s Phila Triumph Brass Company, formerly the Ohio Pump & Bragg 
; delphia branch, has been appointed showroom manager for  (Co., of Columbus, Ohio. He will represent this company 
i that branch Mr. Coyle succeeds M. T. Anderson, who in the territory surrounding Kansas City. 
, was recently appointed showroom manager of the com Milton Schachtel, general manager of sales for the 
pany’s New York City branch Pacific Faucet Mfg. Co., Los Angeles, Calif., has returned 
| Paul Ott, of P. A. Vogel & Sons, Louisville, Ky., wa from several weeks spent in San Francisco where he was 
i recently elected Grand Warden of the Louisville Knights the guest of G. Y. Morton 
| of Columbus, which are erecting a new $500,000 club Theodore Lederer has resigned as general manager of 
| house in that city the Pacific Faucet Mfg. Co., of Los Angeles, Calif. His 
! F. W. Broatch, New York manager of the United States successor has not yet been appointed. 
/ Sanitary Manufacturing Co., Pittsburgh, is back in New Mrs. E. F. Glauber-Black, treasurer of the Pacific Faucet 
ey York City after an extended trip through the South. Mr Mfg. Co., of Los Angeles, Calif., has returned from a six 
Broatch, who is secretary of the Metropolitan Trade Golf weeks’ trip through the East and Middle West 
Se eee ee a ee iene LL. W. Hewitt has assumed the duties of special sales 
7 bis , F er ches wie igass ; representative of the range boiler sales department of the 
Ga., and Jacksonville, St. Augustine, Ormond, Winter Wheeling Steel Corporation, Portsmouth, Ohio Mr 
Haven and Tampa, Fla Hewitt was at one time connected with the Frost Manu 
! J. Francis Murphy, New York City manager of the Sloan facturing Company, Kenosha, Wis., and during the past 
i Valve Co., Chicago, IIL, and president of the Metropolitan four years with the W. A. Case & Son Mfg. Co., Buffalo 


Trade Golf Association, is back at his office after an illness N. Y Mr. Hewitt will cover considerable territory west 
of several weeks. Mr. Murphy recuperated at French Lick of the Mississippi for the Wheeling Steel Corporation 


meee venenc eas 








he Complete Line 


Not merely one regulator to cover 
all conditions but a line of regula- 
tors to meet every requirement. 


Manufacturers of the better 
boilers have standardized on 


== METAPHRAM = 
DAMPER REGULATORS 


Metal Diaphrams—Last the life of the boiler 


For Low Pressure Steam—Vac- 
uum — Vapor or Hot Water. 
Smallest to the largest Boilers. 


Write for catalog—if your jobber 
cannot supply 


NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CHICAGO 
The A Jacks People (A Jacks for High Pressure) 
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No ew Equipment 


The Electric Solder Pot 
solder pot of 


: > 
January 23, 1926 


An electric interesting construction has 
recently been placed at the disposal of all master plumbers 
who can use a device of this kind to advantage. It was 
designed by an electrical engineer expressly for the plumb- 
ing profession. This electric melter has a capacity of 20 
pounds 
15 minutes. The pot stands 6% in. high, is 7% in. in 
diameter, and weighs approximately 12 

The melter is equipped with four degrees of heat 


melt 


pounds. 
;- a high 


lead or solder quickly, a low heat to keep 


heat to 


solder hot enough to use | 


idle, a 
medium high and a me 


while the pot is 
dium low heat to be 


used under various 
working conditions. The 
heat 


simple, 


control 
has no moving 
parts, is said to be fool- 
proof and eliminates all 
smoke and gases. 

A feature 

this 
heat radiation. It 
that 


the pot is in use it can 


odor, 
that is 
claimed for melter 
is low 


is claimed 





be set on any kind of a floor regardless of whether it be 
shellacked, 
to the floor. 

A ten-foot portable electric cord fitted with an armored 
attachment plug is supplied with the pot. 
arranged as to fit any electric lighting socket. 
that the current consumption on the four heats is: high 
heat, medium heat, 450 watts; medium low, 300 
watts; low heat, 175 while an flatiron 
takes about 600 watts. 


New Trade Literature 


Quixett Radiators 

in a booklet 
Boston. This radiator 
as to elim 


varnished or linoleum covered, without injury 


This plug is so 
It is claimed 


750 watts; 


watts, ordinary 


The Quixett is described recently 


issued by The Merrill Company, of 


radiator 


is a steam or hot 
inate runouts radiators. The 
booklet highly glazed paper and contains 
numerous colored illustrations and diagrams showing the 
installation 


water radiator so designed 
between the and 
is printed on 


risers 


of these radiators. 
“Practical Brass Pipe Plumbing" 

The Copper and Brass Research Association has pub 
lished a 45-page pamphlet, under the title “Practical Brass 
Pipe Plumbing,” by T. N. consulting sanitary 
and heating engineer. This is a practical treatise on how to 
cut, thread and install brass pipe. The kind of brass pipe 
to install and the kind of brass fittings to use for brass 
pipe, are discussed. kind of pipe vises and 
pipe tools, cutters and wrenches and method of their use 
The pamphlet also contains tables 
showing how tq determine the flow of water in pipes, sizes 
of brass pipe 
branches supplied by various sizes of water mains. 

Septic Tanks 
of Richmond, Va., 
its septic tanks 


Thomson, 


The proper 
are shown in diagrams. 


mains in buildings, numbers and sizes of 


Richmond is dis- 


septic 


Engineering Co., 
tributing a leaflet describing 
brivies for rural sewage disposal. 


and 


of lead or solder and will melt a 10-pound piece in | 


while | 


I 


system is | 
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Armstrong 
Twin Jaw 


CHAIN PIPE 
WRENCH 


PROOF TESTED 
Write for catalog 


POINTS OF 
EXCELLENCE 


Extra large master 
bolt. 


Alloy steel shackle links. 
Two bolt fastening. 
Extra large bearing of Jaw on Bar. 


Spreading of jaws prevented by bolt 
directly below chain socket. 


Chain guides aid in adjusting chain. 
and end bar protected by chain guide, 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. Chicago, U. S. A. 


I 


Chain 






























A Real Grease Trap 


The Round Boston Grease Trap 
is not only easy of access, but is 
a great space-saver. The cover 
plate, which is the full diameter 
of the trap body can be removed 
by the unscrewing of a single nut. 


Complete catalog showing other 
patterns, gladly furnished 


R. Estabrook’s Sons 


204 First Street 


South Boston :: Mass. 














UNCONDITIONALLY GUARANTEED 


»ARROW> 


TRADE MARK 


rPmmn 
NAZI“ 


PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
Steam Boiler Works Compan 


8. Howard St. Baltimore, M 


The Novel 


Factory, 917-9 














ONE GOOD INSTALLATION SELLS ANOTHER 


Capitol 
Boilers 


and 


UNITED STATES 
RADIATORS 


UNITED STATES RADIATOR CORPORATION 
DETROIT, MICHIGAN 


Warehouse Stocks and Service in All Principal Cities 
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When You Want 
Stop-and-Waste Valves 


Remember 


that we specialize in the manufacture of 
these fittings. 


that we make a pattern for every purp>se 


that your jobber can supply you with 


them AT ONCE. 


CJriumph Brass Compan 
COLUMBUS, Compan 
Formerly 
Ohio Pump & Brass Co. 
Colum bus, Ohio 
Established 1898 











- 


is the basis upon which TRENTON Boiler 
Couplings have established their reputation. 
You KNOW that they will make good wher- 
ever they are used. There is a type and size 
for every kind of boiler installation, including 
the famous ‘‘Tren-red,”’ a red brass coupling 
of heavy pattern which is recommended for 


all important jobs. 
THE TRENTON BRASS 
& MACHINE COMPANY 


TRENTON - NEW JERSEY 








turned to New York, where his means were invested 


NGINEERING Januar 3, 1926 


Calendars 

Sanitary Company of America, Linfield, Pa listrib 
uting a calendar, 14x19 inches in size. The upper portion 
contains an illustration of the company’s plant, as well as 
illustrations of numerous articles manufactured this 
concern. The calendar pad measures 10x14 inc! each 
sheet containing, in addition to the current mont 
endar for the preceding and following months. 1 
pany is also distributing a small celluloid ca 
convenient vest-pocket size. 

F. FE. Myers & Bro. Co., of Ashland, Ohio 
uting a calendar poster printed in several colo: Th 
greater part of the space on the poster is occu; by a 
display of many articles of the company’s man 
Well and cistern, hand and windmill pumps rking 
heads, water systems, pump jacks, spray pumps with noz 
zles and accessories, are some of the articles il! 
At the foot of the poster is a view of the Myers p| 
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January 20. 1906. 

The thirteenth annual convention of the W nsil 
Master Plumbers’ Association was held in the convention 
hall of the St. Charles Hotel, Milwaukee, Wis., January 
16 and 17. The convention was called to order by Presi 
dent S. V. Hanley Reports from President Hanley and 
Secretary P. J. Murphy showed a gain both numerically 
and financially Jacob Schuh, of Milwaukee, wa ected 
president for the ensuing year. 

1906 —— 

Vf. L. Kline, for the past four years manage) 
Gauld & Kline Company, of Portland, Ore., has « 
frawn from that company. He expects to spend s: 
months in travel, after which he will engage in th 
line of business. 

-1906——____---— 

» Reuben P. Wright, president of the Reed Manufacturing 
Company, of Erie, Pa., died at his home at Westfield, N. Y., 
on January 12, in his eighty-fourth year. Mr. Wright was 
a man of prominence in New York state. Four years ago 
the Reed Manufacturing Company was purchased by the 
Wright interests, and the late Mr. Wright was elected presi 
dent. Mr. Wright’s first success in life came at the period 
of the discovery of gold in California. He was one of the 
Forty-Niners, and after acquiring a competence |! re 


—- —~ --1906-—--—— 
The twelfth annual meeting of the American § 
of Heating & Ventilating — was held 
Mechanical Engineers’ Building, in New York Cit Nn 
January 16, 17 and 18. Over 150 members and 
were present at the banquet,"held Wednesday ev 
in the Grand Hotel. 
a | 
At a meeting of the Cleveland Chapter of the Amvrican 
Institute of Architects, a resolution was adopted p 
against the proposed new sanitary code regulations, £0 


rT pro- 





| erning plumbing in the public school buildings I Dp 


| posed new provisions, it is claimed, would bar th 


the kind of plumbing best suited to schools. 
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WHEN THE HEATING AND VENTILATING ENGINEERS 
MEET 


When members of the American Society of Heating and 


ting Engineers meet for their annual convention 


vent 
n Buffalo, January 27, 28 and 29, 1926, there will be a 
good many heating and ventilating installations ready for 
their inspection and study. Among these are the installa- 
tions of the Hotel Statler, at 
be held. 

This building is 19 stories high and rises 265 ft 
the lewalk. It filled steel 
shells) driven down to bed rock to an average of 40 ft 
than 


which the convention will 


above 


rests upon piles (concrete 


In its construction are 8,000 tons of steel, more 


5,000,000 brick and enough concrete to sink a navy. As 
evidencing the kinds of materials used in the building, all 
he metal in the fixtures of bathrooms, even the smallest 
are solid white metal. 


screws 


TI working departments are, to the layman, full of 
The ventilating equipment, which filters, washes 


and heats (or cools) the ever changing air of the public 


wonders 


rooms is a good example. Two laundries (one for guests’ 
work and the other for the hotels’) are high geared enter 
prises of great capacity. The refrigerating plants, ice ma 
chines and other 
a rapidity and perfection of service to this self-contained 


3.000 


mechanical installations make possible 


community of some people that would have been 


impossible to conceive 20 years ago. 


One entire floor is given to service department, the 


linen rooms, sewing rooms, carpentry shop, upholsterers 
hop, paint shop, ete. 





Hotel Statler, Buffalo, N. Y., where the American Society of 
Heating and Ventilating Engineers will hold its annual 
meeting next week 
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\ complete and well equipped | 


resident physician and nurses i 


On the eighteenth floor is a radio broadcasting station 
operated by the Federal Telephone & Telegraph Compal! 
and regarded as among the best vet designed 

Every part of the world, one would think as con 
tributed something to this building The lobby marble 
0 carloads of it, wi brought fror Italy Fabric from 
far off corners of both tl Orient and the Ov lent , 
here in profusion 

At the annual meeting at Boston, 1925, unusual inter 
was shown in the historical locations of the « ! 
roundings Buffalo also ha t histor ‘ 
hundred vears ago the land now « ipied b f d 
its environs was occupied by Indiar \ n f t 
from the lake shore inward and the twang of the bowstring 
and the crack of the rifle shots wer e or 1 ! 
ounds to be heard through the forest The Erie canal 


in 1817 bound the little community of Buffalo in a com 


mercial way with the Atlantic seaboard, and ever sines 
that time Buffalo has been noted for its transportation 
Four-fifths of the anthracite coal shipped on the Great 


loaded at Buffalo 


Lakes is 


The attractions of Buffalo in a commercial as well as in 


historical and entertainment way are too numerous to 


mention, but arrangements have been made by the enter 


tainment committee so that every member of the Amer 
can Society of Heating and Ventilating 
the annual will be able to learn a 


Buffalo as he wishes to know 


Sngineers attending 


meeting much about 


ST. LOUIS ASSOCIATION INSTALLS OFFICERS 

sociation of Master Plumb 
January 11 
MceCu who 


The annual meeting of the As 
ers of St. Louis, Mo., held Monday evening 
called to President John J 
welcomed the members and guests on behalf of the associa 

had called the 
arose and remained standing for one-half minute in respect 
to the memory of R. G. Hopper 
Jr., director of the National Associa 


was order by 


tion. After the secretary rell, evervbods 


Jeremiah Sheehan, 
tion of Master 
first official duty was to install the 
The following were installed W. L. Cluca 
Quinn, first vice-pre Joseph 


Plumbers, acted as toastmaster ind hi 


new officers of the a 
sociation. 
Knoll 
John D. EI 
corresponding secretary EK 
Braun, E. J. Hanley, J. B. Hart, all 


Bartosch and Samuel 


president; E ident 


second vice-president; P. Finn, treasurer 


recording and 
financial secretary; B 
trustee Philip Kruez, H 
were installed as the auditing committee 

John J 


sociation of 


National As 


director of 


Vogelpohl president of the 
Master 


the association, gave the talk of the evening 


past 
Plumbers, and at present 
which was 


well received Several shorter talks were then made by 
W. E. Rolfe, L. McNamara, Sr., past president of the Na 
tional Association; P. H. Callahan, Henry Fienup, presi 
dent of the St. Louis County Master Plumber Associa 
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tion; J. Schneider, president of the East St. Louis Master 
Plumbers’ Association; William H. Kuhns, William M 
Daly, vice-president of the Missouri State Association of 
Master Plumbers and F. W. Marx. 

About 175 members were present Fred J. Praechter 
presented retiring President McCue with a handsome 
diamond tie pin as a token of the appreciation of the 


association for his valuable services 


HEATING CONTRACTORS WILL HOLD NATIONAL 
CONVENTION IN WASHINGTON, D.C. 

The thirty-seventh annual convention of the Heating 
and Piping Contractors National Association will be held 
in Washington, D. C., June 1 to 4. arrangements just com 
pleted indicate Headquarters of the convention will be 
at the Willard Hotel, where all meetings will be held 

The convention annually brings together one of the 
largest attendances of any of the trade gatherings. and is 
eagerly looked forward to by many of the foremost con 
tractors in the country With the attractions of the na 
tional capital added to the program of the convention 
plus the opportunity to take an instructive vacation, an 
exceptionally large attendance is expected by officers and 


directors of the association 


NEW YORK HEATING CONTRACTORS WILL MEBRT IN 
UTICA 

Utica. N. ¥ has been selected as the place of the 1926 
annual meeting of the Heating and Piping Contractors 
New York State Association The convention, which will 
meet in the Hotel Marten. conveniently located near the 
center of Utica, will be held on March 29 

This convention is one looked forward to by heating 
ontractors of the Empire State, as the reports of the 
officers and directors always contain valuable informa 
tion, to say nothing of the ideas gained in personal talks 
with other contractors. The association is more than 30 
vears old, and has been growing in strength and influence 
throughout this period 

Paul W. Schneider, of Utica, state president, issues a 
cordial invitation to every one connected with the heating 
industry and says the city will belong to the heating 
fraternity for the day 


SALT LAKE CITY SANITARY AND HEATING EN- 
GINEERS APPOINT SECRETARY-MANAGER 

The Association of Sanitary and Heating Engineers of 
Salt Lake City, Utah, took another forward step at the 
regular monthly business meeting, held January 7th, when 
Frederick 
L. Fiske, who has had extensive experience in the plumb- 
ing and heating business, was appointed. Mr. Fiske has 
been manager of the Denver, San Francisco and Seattle 


a full-time secretary-manager was appointed. 


branches of the American Radiator Company, represented 
the Humphreys Company, in the Orient, and has lately 
been acting as manufacturers’ agent in the Northwest, 
with headquarters at Seattle 

A constructive program for the coming year was outlined 
by Mr. Fiske 
was adopted 


A standardized system of estimating costs 
It is planned to use a form for estimating 
that will include all material required, in addition to 
overhead, labor and profit, so that a fair retarn may be 
realized on each job. It is also intended to install credit 
and collection departments. 

Henry Green, veteran Salt Lake City contractor, spoke 
on the amount of business being done in that city, and 
what should be realized as a fair profit. It was estimated 
by Mr. Green that taking the plumbing permits for the 
city alone, and excluding heating, jobbing and any other 
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work that contractors might do not requiring a pl imbing 
permit, that the business done by 72 contractors amounted 
to $800,000 for the year of 1925. A fair net profit on this 
one phase of the business would be in the neighbor d of 
$80,000. Considering the heating, jobbing, oil-burner and 
other work, a large sum of profit should have been realized 
by the Salt Lake City masters, while actually, it is generally 


agreed, the profit made was not very large William A 


Bywater, past-president of the Association, spoke on how; 
large number of cottages, requiring four or fiv days’ 
work each, frequently were done at a profit of five Nar 


each, provided that no unexpected delays 
occurred 

The personne! of the committee revising the by-laws wa 
changed at the request of some of the members of that 
committee. The new body is composed of Will Ree hair 
man: Parley G. James and Frank G. Carthey 


PHILADELPHIA ASSOCTATION HOLDS ANNUAL 
MEETING 

The annual meeting of the Master Plumbers’ Ass: tior 
of Philadelphia. Pa.. was held January 7 at 922 Nort} 
Broad street, in that city. The annual election w held 
and the following officers were elected: John A. Quinn 
president: George M. Hicks, Robert G. Weir, William Boal 
Frank P. Dougherty and William V. Kettlewell, vice-pré 
dents: R. H. Pflug-Felder, secretary 
treasurer; Elvin H. Mackay, sergeant-at-arms The fol 
lowing were elected to the board of directors: George F 
Uber. H. L. Stillwell, William H. Ambrose, M. J. Feeney 
John H. Baumann, Jr., and Harold Asquith 

Many interesting things were considered at the meeting 


George Moeller 


chief among them being new ordinances regulating water 
connections to city mains, 2 inches or larger, and securing 
highway permits during the winter season 

M. J. Feeney, chairman of the Cost Finding Committee 
reported that the first bookkeeping class to take up the 
T. F. B. bookkeeping system had completed its third night 
of study, and a second class is about to be enrolled 

A committee was appointed with William H. Ambrose 
as chairman, to make arrangements for attending the 
National convention at Louisville 


N. & N. W. SIDES MASTER PLUMBERS’ PLEASURE 
CLUB OF CHICAGO HOLDS ANNUAL DANCE 


Once more the Logan Square Masonic Temple Audi 
torium was the scene of the big annual dance of the North 
and Northwest Sides Master Plumbers’ Pleasure Club of 
This club, whose 
main purpose is pleasure, is constantly getting its mem- 


Chicago, the evening of January 13. 


bers and wives together on some social occasion, and this 
annual dance is the banner party of the year. A large 
crowd attended this last affair, many manufacturers and 
jobbers being there as well as master plumbers. Noth 
ing was lacking in the arrangements for a good time, the 
Auditorium providing an excellent, large dance floor and 
the music offering the kind of syncopation that would 
tempt any one. The entertainment committee consisted 
of Geo. H. Matthews, chairman: Elmer Sanger, Frank 
Pearson, C. Haegel, Oscar C. Andersen and C. Logs 

Just a week before this good time, a dinner and stag 
party marked the installation of the newly elected officers 
of the Pleasure Club. Geo. .H. Matthews, who, as chair 
man of the entertainment committee last year, did such a 
good job, was elected president. Elmer Sanger, also 
very active in keeping the fun rolling for the Club, was 
named vice-president. Henry Breyer is treasurer Paul 
Grosse, secretary; Geo. Franklin, financial secretar and 
E. J. Benning, sergeant-at-arms. 
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PASSAIC MASTER PLUMBERS INSTALL OFFICERS 
The Master Plumbers’ Association, of Passaic, N. J., 
held its annual installation of officers in the Elks club in 
that city on Wednesday evening, January 6th, with Roy 
J. Schleich, the newly elected president, as guest of honor 
The house committee, consisting of L. Felthammer 
hairman: David Cohen, Michael Boffard and C. Klugman, 
had provided for a splendid dinner, as well as for a list of 
noted speakers, who were headed by Joseph Corcoran 
president of the New Jersey State Association of Master 
Plumbers, and Joseph Sprouls, state organizer George 
1 Aldous, a veteran of many trade affairs. acted as toast 
master. While Mr. Sprouls installed the newly elected o 
ficers 

Besides Messrs. Corcoran and Sprouls, the guests had 
the privilege of hearing the Honorable Judge William 
Davison, a former plumber; Joseph Whalley. city plumb 
ng inspector; George Van Varick, Clifton plumbing in 
spector; Robert Burrell, members of the trade press, and 
the splendid inaugural address of President Schleich. In 
the course of the evening, Past President Jacob Weigel 
was presented with a token as a testimonial of the esteem 
his good work as president had earned him 

The new officers, besides President Schleich, include 
Vice-president S. Schneider, Secretary Barney Steinberg 
Financial Secretary Charles L. Gray, Treasurer Harry 
Pruzansky, Sergeant-at-Arms Abe Levenson and Trustees 
L. Schneider and D. Mastroberte 


PATERSON MASTER PLUMBERS ELECT OFFICERS 

For the fifth successive year Robert Ash will head the 
Master Plumbers and Heating Engineers’ Mutual Pro 
tective Association of Paterson, N. J., having been re 
elected at a recent meeting held by that organization 
Nicholas Kearney is vice-president, Frank Vreeland re 
cording secretary, William Keyes financial secretary, Harry 
Walls sergeant-at-arms, and John Baker business agent 
This association is one of the most progressive in the state 
of New Jersey and has approximately 100 members 

Plans are now being made for a Ladies Night to be held 
in February, at which the ladies and some new members 
recently elected will be introduced to the social side of 
the organization. 


NORTH CAROLINA PLUMBERS TO CARRY ON COM- 
BINED ADVERTISING CAMPAIGN 

Having tried out a state-wide advertising campaign for 
the past three months, which was financed by the com 
bined membership of the organization and finding that 
this proved of genuine worth and advantage to the trade, 
the North Carolina Master Plumbers’ Association has de- 
cided to continue the campaign through 1926. 

Last summer the association membership decided to 
combine in an advertising campaign which had as its ob 
ject the teaching of the people ‘of this state the ad- 
vantages of better plumbing. The idea which was to be 
put across was that the best plumbing was none too good 
for the general public, and that the best could only be 
done by the best plumbers. 

The campaign, conducted through a large number of 
the leading newspapers, has already cost hundreds of 
dollars and will cost several thousands of dollars during 
1926, but the results which have been obtained thus far 
have been most gratifying The ‘‘copy’’ runs from two 
column fifteen inches to half a page in size, is prepared 
by a reputable advertising agency which is thoroughly 
familiar with the subject and gets the attention of the 
readers 
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Thermostatic Radiator 
Traps 


For Vacuum or Vapor Heating Systems 


“‘ 


For typical application and 
roughing-in dimensions see 
pages 98-101 of Catalog No. 28. 


CHICAGO WES BLEAR PREG - CO-tinois 














More Satisfied Customers 
Greater Profit! 


Here’s the kind of a product you 
like to sell. Dependable—Abso- 
lutely. Profitable—unusually so, 
because sales volume builds quickly. 
When you sell a Paul Soft Water 
Generator or a Paul Water System, 
you have made a sale that amounts 
to something. 


Paul products are highly efficient, 
sturdily built and honestly rated, 
and priced low—the kind of a prod- 
uct you can sell easily. 





PAUL PRIVATE 
WATER SYSTEMS 


Many a sale is made by sug- 
gestion. Look about you and 
you will find many isolated 
farm or suburban homes or 
lake cottages where the addition of 
a Paul Water System would increase 
comfort and convenience. Tell’em 
and you sell’em. 


Write us today. 


Fort Wayne Engineering & Mfg. Co. 


Main Office and Factory 
1706 N. Harrison St. Fort Wayne, Ind. 
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Chaco is an effective solvent 
of boiler scale — and just as 
effective in its prevention 
Use Chaco before scale has a 
chance to form and it 
never will. Use it after and 
it’s gone for good. Econom 
ical and handy. Repairs 
leaks in a jiffy 
Order from your 
jobber today. 


The Chamberlain Co. 


PITTSBURGH, PA 





























MONARCH. 


Single Valve Water Sof- | 
teners— Most Dependable 


Monarch single-valve control eliminates all 
delicate moving parts and makes it impos 
sible for salt brine to corrode the softener 
Single-valve control makes operation so sim- 
ple that a child can recondition one with ease 
Salt brine will not rust the special Armco iron 
used in Monarch tanks 

These three features plus others, make the 
Monarch the outstanding softener--the most 
dependable one on the market 





Catalog DE-22 displays full line 


THE MONARCH ENGINEERING CO. 


232 E. ist Street Dayton, Ohio 

















KANGE BUILERS 


Riveted-Welded 
Sure-Tite 


Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 






ens srons® Pittsburgh 
New York 


a BOILERS) Chicase 


























extwtomatic 
WATER SOFTENER 


obsoletes all hand oper- 
ated types. Anyone 
would rather have an 
automatic than a hand 
operated softener. 


It is easier to sell the 
Duro-matic than it is 
to sell against it. 





DAYTON, OHIO 


THE DURO PUMP & MFG. CO. 
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Each advertisement carries the name of every member 


| of the association so that the general public can see just 


| who belongs and who does not. So well have the members 


thought of the campaign that in many instances individyal} 
firms have used copies of the different advertisements for 
their own individual advertising, carrying thereto at the 
same time the names of the other members of the or 


ganization 


ANNOUNCES COMMITTEES OF PASSAIC M.-P. A, 
Roy J. Schleich, president of the Master Plumbers As 
sociation of the City of Passaic, N. J., has announced the 


| list of committees for the year of 1926. They follow 











| Charles Zimmerman, state auxiliary president, at 


State conference: Louis Schneider, chairman; D. Mastro 
berte, Jacob Weigel, Samuel Schneider and Robert Bur 
rell. Trade welfare: W. Mastroberte, chairman; Samuel 
Schneider, Charles Gray, Jacob Weigel, Robert urrell 
and Jouis Schneider. Printing and supplies Jacob 
Madison, chairman; Leonard Hole, John Hytra, I. Batkin 
and John Pacilio. Finance: Charles L. Gray, chairman: 
Harry Pruzansky, Charles McBride, F. Scangarello, M. J 
Flanagan and B. Steinberg. Entertainment: Jacob Weigel, 
chairman; Joseph Baker, I. Choler, C. McBride, M. J 
Flanagan and Harry Pruzansky. Apprenticeship: Samuel 
Schneider, chairman Robert Burrell, D. Mastroberte, 
Jacob Weigel and Louis Schneider. 
Weigel and J. Madison 


Sanitary Robert 
Burrell, chairman; L. Schneider, J. 
for Passaic; D. Mastroberte and A. Auslander for Gar 
field; and J. Derricks and F. Richardson for Clifton. Sick 
Frank Richardson, chairman; A. Auslander, C 
Faills and S. J. Dinnino. Educational: Charles lL. Gray 


. Gray, Frank 


chairman: Abe Levenson, J. Madison, J. Derricks. and B 
Membership: Charles McBride, chair: } 
Steinberg, David Cohen. Jacob Weigel and Frank Richard 


Women’s Auxiliaries 


Kansas City Women’s Auxiliary Holds Christmas Party 

On Wednesday evening, December 30th, the Women's 
Auxiliary to the Association of Master Plumbers, Kansas 
City, Mo., entertained husbands and families at an enjoy 
able Christmas party. Manor Hall, the scene of the 
festivities, was artistically decorated. Holiday co! pre 


Steinberg 


son. 


dominated and there were several Christmas trees i large 


| one at the end of the hall, and numerous smaller cones at 


intervals. Each guest, upon arrival, was presented by 
the Reception Committee with a name tag to wear through 
out the evening. A “Get Acquainted” game made every 


| one feel at ease, and an interesting program of games and 
| songs followed, after which refreshments were served. The 


appearance of Santa Claus, who distributed candy-filled 
trunks to the children, was a fitting climax to this most 
successful party. 


NEW OFFICERS INSTALLED BY JERSEY CIT) 
AUXILIARY 
Mrs. Joseph Sprouls, formerly vice-president 
Jersey City, N. J., Ladies’ Auxiliary, is the new president 
of this thriving auxiliary. She, together with he: 
of officers, was installed with much ceremony by Mrs 


ing held on the mezzanine floor of the Masonic Temple in 
Jersey City Tuesday evening, January 5th. Mrs. Sprouls 
second-in-command will be Mrs. J. Sharrock, who became 
vice-president. Mrs. L. Komoski is the new secretary 
succeeding Mrs. John Edge, who has held that office for 
two terms. Miss Marguerite Bailey will handle the OF 
ganization’s finances, and Mrs. Daniel A. McKillop, Mrs J. 
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Lundberg, and Mrs. William Mullholland are the new 


trustees 
Besides the 25 members of the local organization, the 
nstallation was attended by ten visiting members of the 


North Ifudson, N. J., Auxiliary, headed by Mrs. Zimmer 


man Mrs.- William T. J. Orriss, the assistant installing 


oficer, and by a few master plumbers 


PHILADELPHEA ASSOCIATION TO HOLD LADIES 


NIGHT 
The annual Ladies Night of the Master Plumbers’ A 
sociation of Philadelphia will be held Wednesday evening 


February 3, at the Bellevue-Stratford Hotel. E. F. Robert 
is chairman of the committee on = arrangements and 
promises a big evening to all those who are able to attend 


} mh 


Many M. P. Associations Elect Officers 


John J. Minihan was recently elected president of tl 


Haverhill, Mass., Master Plumbers’ Association Oth 
ficers elected at the same time were Carl A. Ande1 
son, vice-president; William C. Carney, secretary; Robert 
Walmsley, treasurer. 

At a recent meeting of the Allentown, Pa., Maste- 


Plumbers and Steamfitters, the following officers were 
elected: KR. J. Bader, president; Samuel Seibert. vic 
president; William Heilman, recording secretary; H. W 
Redding. financial secretary. 

The following officers were elected to lead the Master 
Plumbers’ Association of New Bedford and Vicinity, Ine 
New Bedford, Mass.: Richard T. Thatcher, 39 Rotch street 
9 


Fairhaven, president; Ernest Hill, 333 Rivet street, New 


sedford, vice-president; Edwin D. Lawton, 137 Grinnel! 
street, New Bedford, treasurer; Walter P. Bailey, 216 
\cushnet avenue, New Bedford, secretary. 

At the recent annual election of the Winston-Salem, 
XN. C., Master Plumbers’ Association the following officers 
were elected: E. M. Graham, president; L. B. Brickenstein, 
vice-president; G. K. Griffith, secretary-treasurer 

The following officers were elected by the Master Plumb 
rs’ Association of the City of New York, Queens Borough 
Branch, Jamaica, N. Y., for the ensuing year: Jacob Stock 
inger, Long Island City, president; John Edmiston, Astoria 
vice-president; George T. Clark, Jamaica, secretary; John 
F. Rogers, Flushing, treasurer. 

At the recent election of officers by the Master Plumbers’ 
Association of Omaha, Nebr., the following were elected 


John J. Hanighen, president; R. C. Merritt, vice-president; 
KE. H. Brown, secretary; Leo Baroch, treasurer 

The Master Plumbers and Steamfitters Association of 
Westchester County, N. Y., recently elected the following 
officers: A. H. Karl, president; J. B. Clegg, vice-president; 
Arthur Fuchs, 72 Central avenue, White Plains, N. Y 
ecretary; James Lynch, treasurer. 

Charles J. Olsen was recently elected president of the 
Master Plumbers’ Association of Winona, Minn The rest 


f +) 


‘ the officers elected at the same time are as follows: 


r 


Henry Witt, vice-president; Henry K. Parker, secretary, 
ind B. G. Loeding, treasurer. 

The North Shore Association of Master Plumbers, Mass., 
recently elected the following officers: Percy L. Burnes, of 
Danvers, president; George F. Woodbury, of Peabody, vice 
James H. Trow, 7 Front street, Salem, secre 
tary, and John F. Cabeen, of Salem, treasurer. 


president; 


The Master Plumbers’ Association of Newport News, Va., 
recently held its annual meeting and elected the following 
Officers: President, W. J. Lanhorn; vice-president, J. R. 
Turpin secretary and treasurer, A. G. Thomas. 
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y They make up 


Stay tight 


Built extra heavy where 


wear comes 


Excel Unions are not 


refined malleable it 
own foundry That 
quality always 





the right materials 
tight and they 


make nothing but Unions 
cast im our 


EK XCEL Unions are made right from 


the most 


1 sideline We 


from air 


means uniform 


Your jobber can supply you 


PROVIDENCE FITTINGS COMPANY 


7 Water Street 


BOSTON, MASS 


EXCEL 
UNIONS 














W ide Open 
Shut Tight 


No half way business about the 
valve in the Advance Ideal Auto- 
matic Cellar Drainer. Consequent- 
ly the only time it uses any water 
is when it is in operation. Built to 
last a life-time, with no delicate 
parts to break or get out of order. 


The Advance Ideal 


Automatic 
Cellar Drainer 


Valve is rubber seated—therefore 
always tight and no grinding is 
necessary. All working parts are 
above water, thus eliminating de 
terioration from corrosion. Abso- 
lutely reliable and fully guaranteed 
to give perfect service when prop 
erly installed. 


Order from your jobber 


J. A. ZURN MFG. CO. 


Manufacturers of a complete 

line of plumbing special- 

ties in cast iron and brass 
ERIE - - - PENNA. 
Warehouse: 1624 S. Clark St., Chicago, Il 
BRANCH OFFICES: New York, Philadelphia, 

Pittsburgh, Los Angeles, San Francisco, 
Seattle, Portland, Atlanta, Ga. 





Our 
S) Cataloo 
in 








Patented 









Fig. D-2 
Palmer Improved trap with 
ted cover also furnished 
with cluich cover Sises 2 to 


12 inches 

Our complete line of plumbing 
specialties will he found on 
pages 1198 to 1204 of Domes 
tie Engineering Catalog Direc- 
tory 
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Built 


---to stand the test of service 


prnom initial design to final testing every thought is 
given to lasting service regardless of the condition 
under which “Chicago’’ pumps are placed. The very 
fact that ‘‘Chicago’’ pumps are installed to do the 
toughest work in all departments where Centrifugal 
pumps are adaptable proves their worth in meeting re- 
quirements. 





The illustration above shows the ,‘‘Sure Return’? Con 
densation Pump and Receiver designed for capacities up 
to 10,000 sq. ft. direct radiation and pressures up to 10 
Ibs. Quantity production on the ‘Sure Return” enables 
us to give you the highest quality at a very low price. 
Delivery in 24 hours! 

In addition to the “Sure Return,’’ we manufacture a 
complete line of horizontal and vertical Condensation 
Pumps for capacities up to 200,000 sq. ft. direct radia- 
tion and pressures up to 200 Ibs. Write for bulletins 


Chicago Pump Company 


Quality Centrifugal Pumps 
Condensation-Fire-Circulating- Vacuum 


Bilge-Sewage-House 
2322 Wolfram St. CHICAGO, ILL. 


! 


January 1926 


| Business ‘Uentures 


D. & W. Plumbing & Heating Co., of New York City, has 


been incorporated with a capital of $5,000, by J. A. Demp. 
sey, C. O. Weigert and H. Frank. 

Bristol Plumbing Company, of New York City, has been 
incorporated with a capital of $15,000, by J. and S. Cohen 


and E. Alpert 

The Young Plumbing Co., of Parkersburg, W. Va., has 
the storeroom in the Hughes-Mullen building at 
717 Market street, Parkersburg, W. Va., and 
a plumbing salesroom there early in February. 
has been in business in Parkersburg for twenty-five 


leased 
will open 
This com- 
pany 
and will continue its Sixteenth street establishment 
H. S. Hall, Ine., of Charlotte, N. C., 
with a capital of $100,000 to conduct 
Hall, E. M. 
Hall are the incorporators. 
ties of Charlotte, N. C., 


years, 
has been incorpor 
a plumbing 
Baskerville and Mrs. H. § 


ated 


business. H. S. 


Branson, Inc., has been in 


corporated with a capital of $100,000, to conduct a heating 


business. H. W. James, T. L. Disher and W. T. Branson 


| are the incorporators. 
A. Friedman Heating & Ventilating Co., of New York 
has been incorporated by A. and D. Friedman 


City, 


| at 47 


Scalley has opened a heating establishment 
Woburn, Mass. He has been as 


Thomas F. 
Harrison avenue, 


| sociated with Woburn heating contractors for the past ten 











The working parts of the Sherwood 
No. 66 Ball cock dis-assembled 








A Proven Product 








No. 66 Ball Cock 


Over half a million in daily use, with sales 
ever increasing are two facts thet prove our 
claims for the dependability of the No. 66 
Ball Cock 

A quality product, backed by over forty 
years of manufacturing experience, it gives 
a exceptionally long and uninterrupted service. 
od Its operation is very quiet, closing positively 


















as ageinst pressures up to 150 pounds without 
Pal. the customary whistle or squeal common to 
a most ball cocks. 


SHERWOOD BRASS WORKS 
Jefferson & Mt. Elliott Aves. 
DETROIT, MICH. 




















| years. 

The United Plumbing & Heating Supply Co., Boston, 
Mass., has been incorporated with capital of $10,000 
| Oscar Price is president of the company, Roy G. Wiggett, 
Lexington, Mass., is treasurer, and John D. Marks is 
secretary. 









| a stroke of apoplexy 


Business C hanges 


, of Fountain City, 
being 


Plumbing Co 
the business now 


The Harbison-Burnett 
Tenn., has dissolved partnership, 


conducted by V. M. Harbison. 


Branz Brothers Plumbing & Heating Co., of Iron 
Mich., recently moved into its new building at 


Norway street. The new building has an up-to-date 


The 
Mountain, 
902 


showroom and shop. 


Obituary 


Michael Harry Walsh 

Michael Harry Walsh, for some years a member of the 
firm of M. Walsh & Co., Ltd., plumbers and steamfitters, 
Montreal, Que., Canada, died on January 2 at his home in 
that city. He is survived by his widow, four sons and two 
daughters. 

Charles E. Carnall Called by Death 

Charles FE. Carnall, who for 40 years was engaged in the 
plumbing business in Lockport, N. Y., died on January 
3, in his 66th year, at his home in that city as the result of 
which he suffered one hour earlier. 
At the time of his death he was alderman of the third 
ward in Lockport, having previously served six years as 
alderman-at-large. He was at one time fire commissioner, 
and also served for five years as a member of the plumb- 
ing board. Mr. Carnall was a member of the Elks, Masons 
and Oddfellows lodges and of the Kiwanis club. He is 
survived by his widow, two daughters, one sister and a 
brother. 





bi 
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This &9 That, Here &" There 


Georet 
business in Passaic, N. J., has just sold his business at 
Bloomfield avenue to his employes. Mr. Aldous, who has 
been prominent in association activities, is planning to 
enter the wholesale end of the industry. The new firm | 
which takes over the business, is headed by A. Blair, who 


is president and treasurer, J. Kateen and A. Speight, vice 
presidents, and J. O'Connor, secretary. 


Jacob Isaacs, Louisville, Ky., master plumber and officia! 
of the local and the state Associations of Master Plumbers, 
has recently been elected treasurer of the Shawnee Lodge 
of Masons 

W. H. Matlack, 
ville, Ky., formerly secretary-treasurer and president 


assistant plumbing inspector of Louis 


of 


the state and local Master Plumbers’ Associations, who has | 


ill for im 


provement, being unconscious part of the time. 


been critically several weeks, is showing no 
His many 
friends in the trade will be sorry to hear this depressing 
news 

Fla., 


to become deputy state 


C. O. Langston, of Jacksonville, county plumbing 


inspector, left office on January 1 


plumbing inspector, with jurisdiction covering Duval 


county and five miles radius outside the city, and also the 


territory north of Daytona. His office is in the Masonic 


remple, South Jacksonville, Fla. 
C.J. Fox & Son, of Milwaukee, Wis., have been awarded 


the contract to install the steam heating plant in a two- 
story garage at 558 Jackson street, Milwaukee, which 
being remodeled. 

The firm of Schafer & 
contractors at 615 
dissolved partnership. 

The Paul E. Mueller Co., of Milwaukee, Wis., 
low bidder on the heating and ventilating work to 
done in a new grade school to be known as the Cunning- 
ham Elementary school at Beloit, Wis. The firm’s bid 
was $9,970. The firm of Davis-Barker of Beloit, was low 
on the plumbing with a bid of $5,100. 

Joseph Wittig, of Milwaukee,* Wis., will install the 
plumbing, and Eichhorn & Radtke, of Milwaukee, 
will install the heating plant in a new garage building 
at Prospect avenue and Kenilworth Place, Milwaukee. 


is 


Bartelt, plumbing and heating 
Davis street, Milwaukee, Wis., has 
was the 


be 


also 


The Juttner Heating Co., of Milwaukee, Wis., recently 
received the contract for installing a vapor heating plant 
for S. Mishelow in his building at Concordia and Green 
Bay avenues, Milwaukee. 

A. heating contractor at Waukesha, Wis., 
building a large addition to his shop in that city. 


Gorder, is 

A new plumbing shop has been opened by Garrity & 
Klemen at 16 Arlington avenue, Pittsburgh. 

E. A. Walker, of 120 West Twenty-first street, Jackson- 
Ville, Fla., the plumbing contract on 
forty dwellings being erected by the Builders Syndicate 
Company. 


has been awarded 


Edward Eastman, of Miami, Fla., has been awarded the 
Dlumbing contract on the $10,000 apartment building of 
Claude A. Ott. 

Escudier Bros., of Lafayette, La., has been awarded 
the plumbing and heating contract on the Lafayette Parish 
School 


Craft-Rushworth, of Lake Charles, La., has been 
awarded the heating and plumbing contract on the ele- 
mentary and high school building at Moreauville, La. 


The Fitzgerald Plumbing and Heating Company, of 


S. Aldous, for 35 years engaged in the plumbing | 
44 | 
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“VULCAN” 
DROP- FORGED 
CHAIN PIPE VISE 


Unbreakable, Positive,Com- 
pact. Rapidinaction. Quick 
inadjustment. Made entirely 
of wrought steel; four sizes, 
for 4s to 8” pipe. Literature? 


J.H.WILLIAMS & CO. 


‘The Drop-Forging People’’ 
New York BUFFALO Chicago 


This Trade Mark 
Ison All 
Genuine‘‘Vulcans” 













INSURANCE 


AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can be 
no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, 
gas and germs. 


Pat. Dec. 3, 1914 


submerged 


Write for 
details 


CRAMPTON-FARLEY BRASS CO. 
KANSAS CITY, MO. 


able and efficient. 













Always works. Noth- 
ing to get out of order 
Brass working parts 


The Signet is clean, 
sanitary, simple, dur- 

















: 
ACME DETROIT 


Quick Compression Bath Faucets 





are made with a full unobstructed waterway, from the finest 
quality Red Metal, are heavily nickel plated and tested to 
300 pounds hydraulic pressure. They are the kind of brass 
goods that you can safely recommend 


Write for Catalog showing the Complete Line 


Acme Brass Works, Detroit, Mich. 


Chicago Office—400 N. Michigan Ave New York Office-152 W. 42nd St 





| 
| 




















PIPE CUTTING AND 


CURTIS THREADING MACHINE 


ae PORTABLE 


Our small, self-contained, direct 





connected electrics, as shown, our 
lg to 3 inch and | to 4 
models are portable, being easily 


inch 


handled by two men. 
COMPLETE LINE 
No. 430 ELECTRIC HAND BELT —ELECT R IC 
Range 4-2 In Range Yy.2 to2-16 


THE CURTIS AND CURTIS CO. 
318 Garden Street 


nal 











Bridgeport, Conn. 
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Shreveport, La., has been awarded the heating and plum) 
ing contract on the R. S. Whiteen store building 


The Pritchard Brothers, of Memphis, Tenn., h been 
awarded the plumbing contract on the brick and 
office building of J. C. Tate, of Memphis, Tenn 

The Modern Heating & Plumbing Company, of iston 
Tex., has been awarded the heating and plumbin: ntract 
on the Bender Brothers store building at Houston, Tex 

Johnson & Little, of Manchester, Conn., h heen 
awarded the plumbing contract on the new Fift! strict 


school in that city. 
The Pumford & Pope Company, of Asheville, N.C, has 
been awarded the plumbing contract on the theater of 





the Carolina Theaters Company, at Asheville, N 
Winkles & Son have been awarded the heating contract 
| on the new high school building at Clarksville, 


Bellows and MacLay, Kirby building, Dallas, Tex, ar 
having preliminary plans made for the construction of a 
24-story Medical Arts building near Pacific aver and 


St. Paul street. 
The Texas State Teachers’ Association of Dal! Tex 
| has selected J. N. McCammon, Inc., 604 Southland Lif 


building, to prepare plans for a $500,000 store and offic 
an ra building. 
W. J , 


Tarrance & Co., Gunter building, San Antonio 


Siete eens cn 


Tex., plans to start construction soon on 200 new homes 
in Los Angeles Heights addition. Total cost of construe- 


Here is a heavy duty Sand Trap 


' | : . . tion will approximate $1,000,000. 

which can be installed in garages, , 

j ia) oe | +s Burleson College, of Greenville, Tex., Dr. Harry |. Dur 

i stables, dairies, or wherever an ; , ' 

| } ] . . ham, president, contemplates the construction of a tory 
unusually strong trap 1S required. brick and reinforced concrete administration building to 


cost $150,000. 


It not only preve 3E 
t not nly prevents sand and The School Board of Santa Anna, Texas, Dr. L. R. 


refuse from clogging the drain 


Sealey, president, has selected the David S. Castle Com 








pipe but always maintains a deep pany, architects, Abilene, to prepare plans for a school 
seal and is very easy to clean. © building to cost $70,000. 
The Board of Trustees of Snyder Independent School 
The ‘““EAFCO” No. A-26 can also District, Snyder, Tex., has selected Peters & Haynes, of 
be furnished with a brass clean- Lubbock, to prepare plans for a $100,000 addition to the 
out plug and for concrete floors present school. 
(as illustrated) or with counter- The Modern Plumbing & Heating Company, of Houston 
sunk screw holes for wooden Tex., has been awarded the plumbing contract on the new 
floors. store building under construction at Main & Pease streets 
that city. 
Tarrillion Bros., of San Antonio, Tex., have been 
Write for Full Details | awarded the plumbing contract on the store addition for 


E. R. Guenther. 


Charles Drury, Tacoma, Wash., will erect a five-story 

The Eastern brick hotel structure to cost $175,000, and to contain 

144 rooms, the majority of which will have private baths 

F d C The Grand Theater Co., of Paris, Tex., J. Selman, pre 

oun ry Oo. ident, has plans under way for a $60,000 brick and con 
crete theater. 


Main Office and Factory 


Harper & Lipscomb, 204 W. 13th street, Austin, Tex 


Boyertown _ Pennsylvania have been awarded the plumbing contract on the dorm 
tory and therapy buildings at the Austin State I! spital 
| for the Insane on a bid of $6,897. The heating ontract 


has been awarded to Donnelly & White, also of Austin 
on a bid of $2,042. 


Philadelphia Office New York Office Plumbing and heating contractors of New England are 
940 Drexel Building 50 Church Street awaiting the opportunity to bid on two large contracts 
Boston Office San Francisco Office | soon to be available. One is for a $6,000,000 tel on 
432 Rice Building 623 Larkin Street | Commonwealth avenue at the Cottage Farm bridge, Bos 


ton, Mass., to contain 600 rooms each with bath. to Db 
built by the Metropolitan Realty Co. of New Yor! inder 
| the direction of Mark Temple Dowling of Bosto! The 
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other ill be for a fourteen-story hotel covering a city 
block bounded by Congress, Deering and State streets 
and Vernon place, to be erected by New York capital 
under the direction of Myron A. Prescott, 224 Mussey 
street, South Portland, Me. Each room in this hotel will 
be equipped with a bath, 

Plans are now under way for the construction of a cen 
tral heating plant at Gonzaga College, Spokane, Wash., 
at a cost of about $60,000, 

Foshee & Clark, Athletic building, Dallas, Tex., are 
completing plans for a 6-story, brick, stone and concrete 
busine and apartment building, 135x140 ft., to cost 
$300,000. 

F. T. Kollman, of Eagle Lake, Tex., has been awarded 
the plumbing contract on the new Episcopal church, in 
that city. 

W. G. Clarkson, First National Bank building, Fort 
Worth, Tex., is having preliminary plans made for the 
Carroll Peak school, construction to be fireproof and to 
cost $170,000, 

The MeCrory Stores Corporation, of New York City, has 
taken a long lease on the property at the southwest corner 
of Navarro and Houston streets, San Antonio, Tex.; and 
will start construction soon on a store and office building 
of brick, stone and concrete, to cost $400,000 

1. W. Lewis, 6622 Woodland avenue, Philadelphia, has 
been awarded the plumbing and heating contract on the 
f0-apartment building at Forty-fifth and Pine streets in 
that city, on a bid of $34,800 He has also been awarded 
the plumbing and heating contracts on several large resi 
dences in Philadelphia. 

Wm. Otterstein & Son, 1014 East Fourth street, Misha 
waka, Ind., have recently finished the plumbing and heat 


E 





The 
CLIMAX 
Cellar 


Drainer 











Why use uncertain and costly water-proofing of cement, , 
asphalt, tar, etc., when the CLIMAX Cellar Drainer is 

so positive, dependable and inexpensive? The CLIMAX 

is usually installed in the end; why try something else | 
in the beginning? 





BALTIMORE, MD. 
Pacific Coast Agents: 


Catal 
' Wm. P. Horn Co. 
Rialto Building, 509 Wilcox Bldg., 
San Francisco, Cal. Los Angeles Cal. 





L. C. Smith Building, Seattle, Wash 
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ing installation in the 


Rivers, Mich. 
Williams & Gibson, 

the plumbing contract 

Twenty-second street, 


C. J. Kelley, Portla 


> 
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new Riviera Theater in Three 


Portland, Ore., have been awarded 


on the 24-suite apartment at 73 


tha 


nd, 


Xu CiLY 


Ore., is installing plumbing in 


a business block on Grand avenue and in a residence at 


1401 East 32nd street 
Tacoma, Wash., wi 
$1,000,000 of Tacoma 
provide for one of the 
vet undertaken, Durin 
will be constructed. 


An eighty-room hote 


. in 


ll 4} 


that city 


mut on the market thi month 


Municipal Water Works bonds to 


mo 
g 1 


‘tow 


Ore., a new resort town 


P. Slater, of Dallas, O 
around Camp Rooseve 


reservoir to hold the 


ae 


It 


st progressive steps the city has 


926 a 25,000,000 gal. reservoir 


ill be built this vear at Delake 
Which overlooks the ocean I) 
who is building many cottage 


has just completed a concrete 


water supply for the pipe system 


in the camp An unfailing source of spring water is 


available A block o 


f b 


usiness buildings will be built 


before the tourist season opens 


Arthur Roy, Portland, Ore., is installing plumbing in a 


residence for C. A. Bloss at 7820 Sixty third avenue, S. kf 
in that city 

A contract has been awarded by the commissioner of 
public works of Milwaukee, Wis., for the biggest sewer 
job of 1926. Its length will be six mile and the total 
estimated cost will exceed $2,000,000 It is to be oa 
12 ft. sewer of reinforced concrete The Wenzel & Henoch 


Co., of Milwaukee, has 
first section, which wil 


at Twenty-sixth street 


198. The main sewer 





been awarded the contract 


for the 


1 extend from the Menomonee rivet 


to ( 


will 


irand avenue, ona bid of $383 


end at Twenty-sixth street and 









is equipped with two spiral 
coils of pure copper which 
have been tested to 225 Ibs 
pressureJandfare arranged 
to present the greatest 
heat-absorbing surface 

possible. The bottom of the 

coil is low enough to allow 

the heat to strike it direct . 
ly, yet high enough to en- 
sure perfect combustion. 







Just one reason why the 
OHIO No. 25 “heats more 
water with less gas.”’ Let 
us tell you about the others 


The OFNO 
HEATER CO. 


391 Dennison Al 
CoLuMBUS 
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So different and better 







is the LAWSON, 


that once tried, 
it discourages the 


use of any other. 











1 
2. 
3 


RIVAL OF THE CLOUDS 


TRADE “ae* 





After nine years of service REFINITE has well earned its position 
in the water softening field, having but one rival, “The Clouds.” 
It has scored 100% on all essential points. 


Refinite Mineral lasts almost indefinitely. 
Refinite Mineral does not produce rusty water. 
Refinite Mineral does not dissolve and wash away. 
Refinite Mineral has the greatest capacity. 


The first plants sold nine years ago and still using original mineral 
offers a guarantee no other manufacturer can approach. REFINITE 
mineral can be used in any other make of softener where the mineral 
ie faulty. Write 


THE REFINITE COMPANY 
Omaha, Nebraska 

















RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 
When ordering state SIZE 
and PITCH desired 
PRICES NO HIGHER than asked fer IMITATIONS 
Use No Other 
RAYMOND LEAD WORKS 





735 So. Washtenaw Ave. CHICAGO, ILL. 











Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 





TANKS 


TANKS FOR; High pressure gas and air storage—Pneumatic 
water systems—Gasoline and o'] storage—Oil burning equip- 
ment—Open top—Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process. A.S.M.E.code tanks 
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Kilbourn avenue. One leg will be diverted to Twenty-firsy 
street and Concordia avenue and another leg to Forty 
second and Wright streets. Construction work to he 
started at once, and it is estimated that it will take 4 


year to complete the work 
The heating contract on a new garage and store build- 
ing being erected at Oneida and Jackson streets, Mjj 


| waukee, Wis., has been awarded the Zuehlke-Stoehr 


Heating Co., of Milwaukee. 


The heating contract on the building of the Louis 
Dobbratz Co., at Buffalo street and Broadway, Milwaukee 
Wis., has been awarded the Paul E. Mueller Co., of Mil 


waukee. The building, which is a three-story structure 
is 120 ft. square and will be completely remodeled into a 
modern wholesale grocery establishment. The same firm 
has also been awarded the heating contract on the new 
building of the Phil Orth Co., Milwaukee. The Ort} 
building will be located at 202 Florida street nd will 
be three stories, 47x140 ft 

F. E. Drogswold, of Waupun, Wis., has been awarded 
the plumbing contract on the new garage to be crected 
at Waupun. The building will be a single story structure 
$0x100 ft 

The Downey Heating Co., of Milwaukee, Wis., has been 
awarded the contract to install a vapor steam heating 
plant in a building at 196 Third street, Milwaukee, for 
J. B. Olinger. The same firm has also been awarded the 
heating and ventilating contract on a building at Fifty 
fifth and Galena streets, for the city of Milwaukee, on a 
bid of $37,974. 

The Juttner Heating Co., of Milwaukee, Wis., will in 
stall a heating system in the new $60,000 business and 
apartment building at 1419 Green Bay avenue, Milwaukee 
The structure will be built of brick and tile and will be 
two stories high, 53x150 ft. It will contain two stores 


| and nine apartments. 


Cc. F. Martin, general contractor, Seattle, Wash., will 


award the contract shortly for plumbing and heating on 


a proposed three-story, fireproof addition to a building at 
Denny way and Stewart street, for hotel purposes. The 
addition will house 105 hotel rooms, each with private 
bath. 

The Park Board of Dallas, Tex., has awarded a contract 
to Wesley Bintz of Lansing, Mich., for a $50,000 swim 
ming pool, 100x150 ft., to accommodate 1,200 people 

LARGE WATER SUPPLY DAM TO BE OPENED IN 

NORTH CAROLINA 

Unless unfavorable weather conditions prohibit such, 
the largest impounding dam in the South will be com 
pleted and ready to be filled with water by January 31 
according to statements given out this week by officials 
of the city of Durham, who are supervising the construc- 
tion of the same. This dam, located on Flat River, eleven 
miles from Durham, is to be used for impounding the 
water supply for that city. It has been in the course of 


| construction for the past two years and when completed 


will have cost more than $3,500,000. 

The dam in question will hold a supply of water, when 
filled, sufficient to supply the city of Durham, numbering 
50,000 inhabitants, for a period of four years and will 
make impossible a water shortage, such as that which 
existed in this and other southern cities during the past 
vear when it was necessary to curtail the operation of 
manufacturing plants. 

Master plumbers from all over North and South Caro- 


| lina have been invited to attend the ceremonies attendant 


upon the completion of the project. 
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Bath a Day Movement 


Haverhill, Mass., is now numbered among those cities and towns 


158—which are using “The Story of the Bath” as supple- | 


mentary reading in their schools, due 


to the Haverhill Master Plumbers’ 
Association. Undoubtedly these 158 
communities have been benefitted to 
the extent that many hundreds of | 
children have had their attention called | 


to the salutary effects of more fre- 


quent hathing; and master plumbers in those communities have | 


undoubtedly been benefitted by the interest aroused, since in most 

homes there is always discussion of what is going on at school 

luring the day. Thus the interest aroused ts passed on to the 
adult members of the family 


achieved: The plumbing fraternity is placed in a 
favorable light in various homes, its services are given 
a new valuation. Above all, the first step has been taken 
toward creating a desire for more and better plumbing 

We have gone over this situation before, but it is im- 
portant enough to bear repetition. In the average family, 
a great deal of the advance in living standards is due to 
the insistence of the children. Their contacts with the 
world outside their homes teaches them how others live. 
The boy in his camp and his gymnasium learns something 
about health, and the convenience of the shower bath 
So with the girl. 

If, in school, they have the matter again brought to 
their attention, their desire for better equipment in the 
home is enhanced. And as the additional use which the 
bathroom receives by reason of this sort of training be- 
comes noticeable, it also becomes noticeable that one bath- 
room is not sufficient in a family where there are more 
than three people. 

Education, let us say it again, must precede selling. To 
just the extent that a community is educated to the value 
of sanitation, to that extent do you find it a field for the 
sale of sanitary equipment. Every bit of education. there- 
fore, which the master plumber and his association can 
add to the community means that much more business 
because of the increased demand which is created 

Associations, particularly, ought to interest themselves 
in educational movements. That, really, is the sole pur- 
pose of their existence,—to see that public relations are 
maintained on a friendly basis and, more, to see that that 
basis is so advanced that it is possible to create more and 
more of a demand for the services of its members. 


| the way, mentioned above, the result desired is 


TO FIGHT POLLUTION OF STREAMS IN CONNECTICUT 
Brigadier General Sanford H. Wadhams, of Torrington, 
Conn., United States Army Medical Corps, retired and a 
member of the staff of General Pershing during the World 
War, has been appointed director of the new Connecticut 
Water Commission by the commissioners, F. C. Walcott of 
Norfolk, George Kimball of New Britain, and Dr. Walter 
Steiner of Hartford. The new director will have charge 
of all waterways and will direct the fight to prevent pollu- 
tion, and establish regulation of the waterways. Fresh 
water lakes, rivers and streams come under his charge. 





The Metropolitan District Commission, which has con- 
trol of state-owned boulevards, parks, water and sewerage 
Systems in Boston and suburbs, has petitioned the Legis- 
lature for an appropriation for a public comfort station 
near King’s Beach on the Lynn Shore reservation in Lynn, 
Mass 











You tell ’em 


“Don’t burn up your money—-use a 
TACO and burn one fire instead of 
two.” 

The TACO Semi-indirect Hot Water 
Heater is designed to produce undet 
all conditions. 

Your customer is looking for a hot water 
heater that will deliver hot water when 
it’s wanted—day after day without 
stalling. 

That’s the TACO---tell ‘em and sell 
‘em. 

We'll send you details if you'll write 
for them. 


Thermal Appliance Co., Inc. 
342 Madison Ave., New York 




















inges of the 
Better Kind 


Hinge No. 100 — Close-Ruf 


GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 


Hinges for all types of toilet seats 
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Have you tried them? 








t Just try Pabst Nipples on your next job 
hy and ask your men what they think of 
rhs them. We'll stake our reputation on their 
we verdict. We know that Pabst Nipples 
ay will please, but we want you to know it. 
By, You'll find the name “PABST” on every 

us genuine Pabst Nipple. 

‘of 


FRED PABST COMPANY, Mfrs. 
917 Chestnut St. Milwaukee, Wis. 
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ASK A USER 


If you want to know what kind of a machine the Rogaco 
Portable Electric Pipe Machine is -ASK A USER! 


Ask a user if it stands up if it is practical if it is easy to 
operate and if it gives good service 





Ask a user if it is a money maker!! 

In short, don't take our word for what it will do, but ASK A 
USER. 
A booklet listing users all over the country, from the Atlantic 
Coast to the Pacific Coast, from the Great Lakes to the Gulf, 
will be sent upon request. 





Manufactured by 


Pittsfield, Massachusetts 


2 
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ts, 
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Robbins, Gamwell & Company 
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N a trip through the West re- 
() cently, I happened to stop in a 

small town to see a master plumber who was doing 
quite a good business for a town of,its size. The first 
thing I noticed when entering his shop was that there 
was a blackboard in front carrying an epigram ! didn’t 
recognize it as one which had appeared in these pages, 
but went on in, thinking that he had probably taken it 
from another source. In the course of the conversation 
the subject was brought up, and Mr. Plumber was very 
enthusiastic about the results of using epigram: 

He had used epigrams for over a year, and claimed he 
could notice the difference in his business after having 
started their use. In other words, he attributed his sue- 
cess in a great part to using epigrams. When asked 


where he got his epigrams, he said from this column, but 
when he saw an especially good one in some out-of-town 
paper, he made use of it. He has the right idea We do 
not intend that you should use every one of the seven 
we offer from week to week. If you find one u like 
| better, by all means use it. The seven are offered just 





as suggestions. 

But if this plumber out West can make blackboard epi- 
grams pay him for their use, why shouldn't any plumber 
try them out? The initial expense is so small, that it 
seems as though every plumber should give them one 
chance. You may think it is a gamble. Even so, I'll 
almost guarantee that they will pay enormous odds. 

Below you will find this week’s starting list, and not 
one has to be seratched unless you wish it. Get aboard! 


Kind words never die-—the other kind live forever 
” * » 

The autobiographer modestly makes a hero of himself. 
* * e 

Theoretical philosophers are often practical foo! 
+ ~ ~ 

Letters of credit may be called “‘capital letter 
* * + 

Hospital doctors might be termed ward healer 
* + * 

An honest enemy may be a man’s best friend 


* * * 


Use the hammer of truth in nailing lies. 

J. J. Murphy & Son, of Hartford, Conn., have the plumb- 
ing contract on the E. F. Crowley residence, Hartford 

The Coburn Plumbing Co., of Hyannis, Mass., has the 





| pluinbing contract on the extensive summer home and other 
buildings of the estate of Felix A. DuPont, of Wilmington, 
Del., which he recently purchased at Osterville, Cape Cod, 
Mass. 

Master plumbers of Olympia, Wash., entered a protest 
| before the city council in regard to sewer connections 
| and other work that has recently been installed by un- 
| licensed plumbers. The commissioners now have the 

protest under consideration. 
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BLAIRSVILLE 
PENNA 





All of the various designs of 

the patterns in the CONEMAVGH 

line are enameled with Whiteness 
Everlasting 


CONEMAVGH IRON WoRKS 


LATROBE, PA. 
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One Size -- One Type -- 
One Finish 


In the past you have had to stock water heaters 
in many different styles, sizes and finishes. 


\ large stock is no longer necessary. The Bull's 
Eye is standardized. One size one type one 
finish meets all hot water requirements of the 
average home. 


Designed for tanks of 30 to 60 gallons capacity, 
the Bull's Eye is frequently installed on larger 
tanks with perfectly satisfactory results. 


This heater is made in one type on a common 
sense principle the heat’s in the middle. It 
cannot escape into the room, but must heat the 
water. This results in higher efficiency and low 
gas bills. 

The Bull's Eye is finished in a beautiful_Dun- 
ham gray. Whether installed in the bathroom or 
kitchen it will add to the appearance of the home. 

A circular describing the Bull's Eye gladly 
sent on request. Send a postal for it today. Please 
give your jobber’s name and address. 


THE DUNHAM COMPANY 


Since 1M46 


BEREA (ene) OHIO 
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THE OLDJWAY THE NEW WAY 
A large stock of water heaters in The Bull’s Eye in one 
size -- one type — one 
finish meets all ordi- 
nary hot water require- 
demands. ments. You carry but 
a small stock. 


many different sizes and types 
required to meet your customer's 
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DIFFERENCE? 


WHAT'S THE 
clerk in a 


H. lL. M., Oakland, Calif., says that “a shipping 
jobbir house on the Pacific Coast had a bad habit of sub- 
stituting something else for what was ordered, and the sales- 
men f the house often had some tall explaining to do. One 
day a w salesman sent in an order for ‘one pair wash tray 
legs. ile made the following notation at the bottom of the 
order: If you are out of wash tray legs send a bale of oakum 
These darned plumbers won't know the difference 

EPITA PH 
Poor Phineas Boots, 


He is no more. 
He starved to death 
In a revolving door. 


F, A. W., San Francisco 
GREAT GOLFERS 
A certain rich man retired from business, bought a splendid 
Florida property, and began to play golf. He'd worked hard 
from childhood so, of course, as a golfer he wore no medals, 
but, on the other hand, his tips to the caddies were simply 


scrumptious, 


A colored cotton-picker lost his job and was taken on ata 
golf club. The first person he caddied for was the rich New 
Yorker The round was a long one and at the end the New 
Yorker tipped his caddie with his usual generosity. The 
caddie chuckled for joy, and said: 

“You's mighty kind, boss, mighty kind Will you-all be 
diggin’ here agin about the same time tomorrow?” 

F. I., New York, 
OUR PLUMBER FROM WELLER 

Here is a complete solution to the case of the young plumber 

from Weller, signed by R. R., Oakland, Ia. 


O where was the plumber from Weller? 
He is lying “at rest” in the cellar. 

He found the home brew 

And it got his goat, too, 
No more of the — from Weller. 


PITY WHERE PITY IS DUE 


An enthusiastic hunter once got on the trail of a wildcat. 
He kept close on the cat's trail until at last it took to a 
clearing, in which was situated a cabin. Watching the cat 
from the fringe of trees, the hunter heard a woman's voice 
coming in loud tones from the cabin. 

He rushed around to the front where the woman's hus- 
band sat rocking himself comfortably. 

“Is your wife in there?” gasped the hunter. 

"Yes, she is,” replied the husband. 

“Well, stir yourself then, man! A wildcat just jumped in 
the back window!” 

“That so? Well, jes’ let him git out the best way he can. 
I got no use for them critters, anyway, an’ I'm danged if I'm 


goin’ in to help him.” 
W., Denver, Colo. 
THE DOCTORS GET IT, TOO 
“Here my bill,” said the surgeon. “Wish you would pay 
me $1 now and then $25 a week.” 
“Sounds like buying an automobile,” said the patient. 
“Iam,” said the surgeon. 
EF. B., Detroit, Mich, 
“sy” “SEZ 
Having looked carefully around we conclude that soap is 
the thing used in the acquirement of that schoolgirl com- 
plexior 
Son folks are under the impression that a sweatshop Is a 
Turki bath, 
“SY MARTIN, Owensboro, Ky. 
Coming to work this morning y slip ped on the usual January 
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There’s more profit in 
a SANITARY fixture 


Seaesens of old unsanitary fixtures form a 
owe of profit. But if you recommend 
Y res fountains or heads you se 
cure an added because of the customer's 
satiaf action. Fost modern, hygienic drinking 
(umtaiee ore the only fountains made that have 
A TICSTR CONTROL and two- 
stream projector, Write! 
The Halsey W. Tayler Co. 
Warren, Ohie 
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dhuam bontrot 


T ING L OR DRINKING FOUNTAINS 











GREASE 


_|) WADE kas 


combine the greatest possible 
convenience with the highest 


degree of sanitation. The 
laundry tray trap shown 
here is absolutely water 


tight, has an easily accessible 
flushing cleanout and permits 
no sewer gas to escape even 
when cover is removed. 





bd Write For Catalog’‘C’’ 
| WADE IRON SANITARY MFG.CO. 
| 551 W. Fulton St. 88 Chicago, III. 
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Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper —Galvanized 
ron 
Every Flashing Adjustable 
Ewery Flashing Perfect 





Manufactured only by 











SAN-EQUIP 
Septic Tanks 


Earn You An 
Extra Profit 






aan 


This safe ompact, sewage 
system with a seven year 
record of real satisfaction is a 
money maker which you can 


not afford to overlook 


Suburban homes, schools, camps, all need SAN EQUIP protection 
and you can sell it at a good profit. Let us show you how. Full 
details on request 


CHEMICAL TOILET CORP. 
804 Free Street SYRACUSE, N. Y. 
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CLIP-BAR 


Adjustable Radiator Brackets 


will enable your men to hang all types of radia- 
tion qucker, easier and better. CLIP-BAR 
Brackets are made of open hearth wrought steel, 
have ample adjustment both vertically and hori- 
zontally and permit the radiator to be hung 
within 1°¢ inches of the wall 












CLIP-BAR MFG. CO. 


Erie Ave. and Richmond St. 
PHILADELPHIA, PA. 





























This Plate is a big favorite 


It goes on easily, looks well and it lasts indefinitely. 
Besides that, the price is low. 
Why shouldn't it be a best seller ? 








The Beaton ¢-Corbin Mfg. Co. 











No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


The Bullard Roof Fiange 


is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 


THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
CEOCSOSSSSCOSSSEHESOEOOSEE HSE TAHOE OHY 






















# You Don’t Have to Sell 


JOHNSON 
Gas Lighters 


A one-minute demonstration will 
convince the average owner of a 
gas water heater that the Johnson 
Gas Lighter is a piece of equip 
ment that he can not afford to be 
without. With old or new heaters 
the Red Ring Johnson is a sure 
profit-maker. If you have never 
stocked it start NOW. 


Johnson- Murphy Co. 
10226 Woodward Ave. 
DETROIT, MICH. 





Raising RED RING 
to how k& on wall plate 
upetairs lights heater 


n basement Drop 
ping RED RING abute 
off gar POSITIVE 
ACTION 
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PATENTS 
Plumbing Department 

1,566,396. Water-Closet-Flushing Mechanism Allen 
R. Gilmore, Elkhart, Ind. The combination with a flush 
tank having an outlet provided with a valve seat and ap 


overflow pipe, of a support secured to said overflow Dipe, 








f | 

| 
| | 
| 
| 

A 

| 

} 
| | 
| i 

1,566,396 
a tiltable valve movable to and from said valve seat, a 


stem carried by said valve adapted to engage said support 
hold the away from said valve seat, the 
valve is tilted, and a float by which said valve is tilted 


to valve when 


to place said stem in engagement with said support 


. . . 
1,566,769. Toilet Tank. Jesse C. Owens, Los Angeles 
Calif A flush tank comprising the combination of a 


closed receptacle having a discharge port at the bottom, a 
lift for opening and 
said valve open during the outflow of the water contained 


valve therefor, means for holding 








in said receptacle, an air port at top of said receptacle, 
an air valve therefor, float means connected to said air 
valve for closing the latter at a predetermined upper level 
a bypass connecting said air port beyond said air valve 
and said discharge port beyond said lift valve, a water 
inlet at the bottom of said receptacle freely connected 
to a source of water supply under pressure, and a refill 
tube extending from said inlet for directing water into 
said air port and thereby through said bypass and into 
said discharge port. 
dl 
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1,666,958 
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1,566,958. Coupling for Boiler Connections. Benjamin 
F. Gill and Charles A. Reed, Tulsa, Okla.; said Gill as 
signor of his right to T. FE. Roderick, Tulsa, Okla. A 
coupling including a fitting, a pipe connected thereto 
said coupling comprising a thimble threaded to on: end 
of the pipe with a flanged end adjacent the end of the 
fitting, the adjacent end portions of the fitting and the 
thimble having internal concentric annular seats resil 
ient gasket under compression engaging both said 
annular seats and overlapping the junction of th tting 
and the thimble, the adjacent edges of the fitti and 


the thimble being beveled off divergently from ! r in 
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ternal walls, whereby the connected pipe may fulcrum 
yieldably at a point on its internal wall, when the pipe 
is connected slightly out of alignment with the fitting, 
still maintaining a compression seal and preventing leak- 
age at said junction diametrically opposite said fulcrum, 
and a union nut coupling the adjacent ends of the fitting 
and the thimble. 
s . * 

1,567,198. Watersinlet Valve for Tanks. William Sher 
wood, Detroit, Mich. In a device of the character de 
scribed, a water inlet pipe for a flushing tank, a valve 
casing located on the upper end of said pipe and having a 
valve chamber adapted to communicate with the tank and 
having laterally projecting trunnions a valve seat in said 
chamber, a plunger valve adapted to seat against the flow 
of water into the tank, a float rod, a float carried by the 
rod, a bifurcated fitting secured to the float rod and having 
its leg portions embracing the valve casing and provided 
with slots to receive said trunnions, and a transverse pin 
connecting the bifurcated fitting with said plunger and dis 
posed normally in substantially a horizontal plane with 
said trunnions and relatively close thereto, said slots in 
the leg portions being inclined upwardly at an angle to a 
horizontal plane through the axis of said pin when the 
valve plunger is seated whereby the bifurcated fitting is 
prevented from rocking laterally upon said trunnions and 
whereby the float is maintained against lateral movement 
to prevent the float from rubbing against the inner faces 
of the front and back walls of the tank and thereby in- 
suring a positive vertical movement of the plunger within 
the casing to prevent binding of the valve in its movement 
within the casing. 


1,567,198., 





1,567,081. Thermostat. Frederick W. Robertshaw, 
Pittsburgh, Pa., assignor to Robertshaw Thermostat Com 
pany, Youngwood, Pa. The combination with a thermostat 
and a valve for actuation thereby, of separate threaded 
controlling means betwen the valve and thermostat, and 
means cooperating with said controlling means for pre- 
venting leakage from the valve into the thermostat and for 
maintaining a load on said threads. 

+. * * 

1,567,131. Cap for Waste and Vent Pipes. John R. 

Flinn, Johnstown, Pa., assignor of one-half to ‘Timothy 


P. Flinn and P. H. Farrell, both of Johnstown. A cap for | 


waste and vent pipes including an integral body compris 
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"1,567, 131 


1,567,296 


ing a tapering tubular portion, one terminal of which is 
scalloped and the other terminal equipped with a circular 
head the periphery of which protrudes beyond the outer 
periphery of the pipe. 
* * * 
1,567,296. Water Heater. Adolph Price, Norfolk, 
Nebr. In combination with a stove having a series of 
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A Glutton for Work 
The Oster Power Boy 


NEW and improved 

OSTER power drive for 
hand pipe threading tools in 
valuable in the shop or on the 
job. Threads, cuts off, and 
screws up fittings at the turn 
of a switch. 


Readily Portable 
Aluminum body brings the 
weight down to 150 pounds. 




















Universal Motor 


Operates on either direct or 
alternating lighting current. 


Variable Speeds 
14 h.p. motor automatically 
speeds up or slows down for 
threading small or large sizes 
of pipe. 

Versatility 
Reversible motor makes prac 
ticable the use of die stocks of 
any style. 


See this new labor 
saver at your supply 
house or write 





OSTER 


The Oster Manufacturing Co. 


Manufacturers of the most complete 
line of pipe threading equipment 
in the world 


2077 East 61st Place, Cleveland, O 








' 
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This is the Fire Pot that 
rod It 


Order goure now. Only $10.00 f.0.b* 
fecterg. Twe per cent discount when cash 
one " ecoompanies the order. 
No. 38 Combination Double Blast DOUBLE BLAST MFG. CO., Inc. 
bers = Commonwealth Ave. North Chicago, Ill. 













ACME 
ROOF FLANGES 


Self adjusting 
and swivel types 


Copper and Galvanized Iron 


Discriminating buyers 
are more and more turn- 
ing to the Acme. 


Ask Your Jobber for “‘Acme”’ 


ACME MFG. CO. 








BANGOR ~ ~ MAINB | 




















Domestic — Industrial 
and Swimming Pool 


Water Filters 


A standard size for every use. 
Sivethameeseste) aaeme lem Olean Oh cele sat-ten 


Get Our Quotation on Your Jobs 


GRAVER Corporation 


Pale Merelouy. Gus East Chicag », Ind. 


““KRIEBEL”’ 
VACUUM RADIATOR 
AIR VALVE 


Lets the air out 
FREELY 
Keeps it OUT 
It’s Good, Try It! 
H. K. KRIEBEL 
253 E. Upsal St. 


Philadelphia, Pa. 
Pat. Pend. 











openings in the top thereof, a grate mounted in each 
opening and consisting of an annular rim and r tl ribs 
connected therewith; of a series of water heating units 
each comprising an annular water pipe supported in the 
lower edges of said radial ribs and in spaced re‘ation to 
and within the annular rim of the grate, the ends of each 
annular water pipe terminating in slightly spa: apart 
and downwardly extending parallel inlet and out stems. 
said stems having their lower ends threaded, « W sec- 
tions engaged respectively with said threaded st: ms and 
having their outer ends disposed in outwardly «pposite 


directions, and inlet and outlet pipes threaded into ongage 
| ment with the outer ends of said elbow section nd ex- 


tending laterally in opposite directions, said para! stems 
and the inlet and outlet pipes of the complete ries of 
water heating units being disposed in the same longitudinal] 
and vertical plane, as and for the purpose described 

om © 7 


1,567,396. Soldering Alloy and Method of Making the 
Same. Ephraim D. Schwalm, Chicago, Ill. The herein 
described method of making an aluminum solder of copper 
and tin, consisting of fusing the two metals with sodium 
and then introducing zinc into the fused elements, sub- 
stantially as described. 

~ » - 

1,567,711. Adjustable Faucet. Franklin [D. Chase, 
Berkeley, Calif. A faucet comprising in combination inlet 
and outlet passages, and a valve seat there-between, a plug 
secured to the top of the valve, a stem slidably mounted 
through the plug and extending through the valve seat, a 
valve adjustably mounted on the stem, a cap having a 
screw threaded engagement with the lower part of the 
faucet and opposite the plug, and means to reciprocate the 
stem, a spring in the cap normally tensioned to press the 
valve against the seat and means on the stem outside 
of the plug to adjust the valve on the said stem. 

In a faucet, a stem having an upper cylindrical part, 
a notch in the head of the stem, a screw threaded portion, 
an upwardly faced valve cup screw-threaded thereon, a 
valve retained in the cup and a lower cylindrical part on 
the stem below the valve cup. 








* 1,567,711. 






———y 


" 1,667,813. 


1,567,813. Pipe Fitting. Olaf E. Oleson, Chicago, Il 
As a means for packing a joint between pipe connections 
having tapered end grooves and devices for drawing the 
connections together, a packing ring having tapered ends, 
each of the same angle as the angle of the tapered sroove 
to be engaged thereby, said packing ring having grooves 
in its ends and axial holes connecting the grooves with 
the inner surface of the ring. 

. . * 

1,567,956. Combination-Faucet Connection muel 
Kersten, Chicago, Ill. In a combination faucet connection 
of the character described, a combination faucet having 
two rearwardly extending inlets for connecting with cor- 
responding outlets of supply pipes, and interchangeable 
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right 
either inlet and either supply pipe whether the supply 


ind left reversible connections for interconnecting | 


pipes correspond with or are in positions reversed relative | 


to the inlets. 

















“2 SS 
1,567,956. 1.567,030. 
1,567,030. Valve. Charles L. Bryant, Cleveland, Ohio 


A valve assembly comprising a valve casing having an 
inlet and an outlet and a valve seat and two openings dis 
posed in opposite directions from said valve seat, a valve 
adapted to close said seat from one side only, a valve stem 


adapted to carry said valve and extend through either of 


said openings, and a plug adapted, to close either of said 
openings. 


Heating Department 


1,566,953. Pipe Coupler. John Becker, Warren, Idaho. 
A pipe coupling consisting of diametrical contractible 
sleeve, a clamp member having interlocking engagement 


with the sleeve and adapted to contract the latter upon | 


: 4 











1,566,953. 


relative longitudinal movement of the two, and a key 
member insertable between the clamp member and the 
sleeve and having transverse ribs engaging transverse 
grooves formed in the sleeve. 
* * . 

1,566,478. Fuel-Oil Burner. 
mont, N. H., assignor to Sullivan Machinery Company. 
In an oil burner, means forming concentric oil and 





1,566,478. 


. sue . . | 
atomizing fluid passages, a resiliently positioned member | 


disposed in said passages and having a restricted oil 
discharge port formed therein, and means for variably 
controlling the flow of oil through said port. 

. - * 

1,567,481. Steam Trap. Llewellyn S. Woodhull, De- 
troit, Mich. A steam trap comprising a chamber, means 
for delivering water of condensation to and for withdraw- 
ing it from said chamber, means for delivering steam to 
and for withdrawing it from said chamber, a piston valve 
directly controlling the water delivery and withdrawal, a 
piston valve directly controlling the steam delivery and 


Wiebe S. Hofstra, Clare- | 
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The Best Protection 


against seepage trouble 
is a 


BOOSEY’S 


Seepage Shower Trap 





A lead pan, permanently secured 
to the trap by a calked joint, 
returns all seepage to the waste 
through non-clogging grooves in 
corrugated seepage plate and 
ensures 100 per cent efficient 
service all of the time 


The Greenwood 
Mfg. Co. 

5140 Hamilton Ave. 

DETROIT, MICH. 
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The Right Heat 
At The Right Time! 


That is what the user of a,“CABCO” Dual 
Installation gets—with the minimum of fuel con- 




















sumption. ‘“CABCO” Gas-Steam Radiators can 
be installed as part of any 
heating system—Steam, (o) 
Vapor or Vacuum—and will nl ari 
function either individually del | MAGIATOR 
or in conjunction with the | 3 | 
other radiators, at the turn ___)/f\ 
of a valve. 
Read the PRAT ny 
Whole nH | il lh 
Story in UHH 
Bulletin Ss IL ‘—e. a 
No. 11 a RADIATOR | CACO GAS STEAM 
| ¢ 
ae 5 
ian 
p= = | Showing 
CABCO IRON i — | CABCO 


and Boiler 


| 
4 | | 
= be Combination 
| 


WORKS, INC. 
GOWANDA - N.Y. 
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—<=. | withdrawal, a common cylindrical casing in which said 
Backed by thirty- 
seven years of 
manufacturing 

experience 


The Ohio Brass Co. 


Mansfield, Ohio 


valves are mounted, means connecting said valves for 





















Cu 


reciprocation in unison, and means exterior to said cham- 


. e | = . » . P _ Sé . - . ‘ for 
SINK Fixture in | ber controlling the travel of said valves as and for the 
| purpose described. 
keeping with | os, = 
1,567,996. Oil Burner. Lucius L. Rogers, Texarkana, 


the quality of Speak- Tex. An oil burner comprising complemental flanged 


" castings and an interposed combination gasket and divi- 
man Showers. , 
sion plate, bolts passing through the flanges and through 


the division plate for securing the three together, one of 
SPEAKMAN said castings being dished on the under face to provide a 
COMPANY fuel chamber and the other being dished on the upper 
face to provide a steam chamber which terminates at its 
forward end short of the fuel chamber, the division plate 
L J terminating at the forward end of the fuel chamber, said 
castings being recessed on their facing sides to deiine a 


SPEAKMAN SHOWERS. _ ::::: chamber ana tne division plate being formed with 


| extensions constituting a gasket between the castings 
AND FIXTURES 


where they define the mixing chamber, the mixing cham- 

ber communicating with a fuel nozzle and the lower cast- 
ing being formed with a lip or extension disposed at the 
ASK | lower plane of said fuel nozzle. 


YOUR SUPPLY HOUSE 


NATIONAL € 3) 


AIR CELL PIPE ERIN 
TT BECAUSE 


























1,567,481 








WILMINGTON - DELAWARE 

















To insulate Underground Steam 
or Hot Water Pipes 


\ PYRO -BESTOS fo 
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| PHILADELPHIA | ae 


CHESTNUT and 39th STREET ~ 1,567,608. Oil Burner. Norman W. Lyon, Springfield, 


| Mass. In an oil burner, provided with an air passage, an 


Mote! Pennsyivania annular nozzle support mounted within said casing so that 
hips, 


sniff 


air can flow through and around it, a circular series of 
Fireproof nozzles projecting forwardly from the periphery of said 
Unrestricted Parking | support and approximately longitudinally of said casing, 4 
spark plug within the opening in said support and having 
600 Rooms its axis disposed longitudinally thereof and of said casing 
500 Baths with its electrodes extending forwardly beyond said n0z- 
Rooms with running water | zles, spaced projections extending inwardly from the inte- 
i ha a eg A ms rior wall of said annular support for engaging the p¢ riph- 
er from $3.50 per day ery of the shell of the spark plug, and means for holding 
Food and Service the best : . ; ; x : ala 
said shell against said projections, whereby air passages 
Near West Philadel- are left between the spark plug shell and said interior 


phia Station, Penn- 
sylvania Railroad wall. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


SALESMAN—MUST BE ACQUAINTED 

with the plumbing trade to sell di- 
rect a complete line of high grade 
plumbers’ brass goods, specialties and 
tools. Give full information as to 
former connections and _ experience. 
Address Key 499, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


WANTED — LIVE EXPERIENCED 

sales representatives to work exclu- 
sively for high grade manufacturer of 
sanitary earthenware, manufacturing a 
complete line. Good opportunity for 
capable men able to produce. One 
territory covers the state of Pennsyl- 
vania, Delaware, Maryland and Vir- 
ginia. The other, Michigan, New York 
state and New England states. When 
applying give full details as to ex- 
perience and qualifications and min- 
imum salary expected. Address Key 
513, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


SALES MANAGER—EASTERN MANU- 

facturer of plumbing brass goods has 
splendid opportunity for experienced 
sales manager who has had, (1) Suc- 
cessful experience selling plumbing 
goods to jobbers; (2) Satisfactory rec- 
ord in supervising salesmen; (3) Young 
enough to have his future ahead of 
him, but old enough to have necessary 
experience (preferably 35-45). Man we 
want is probably now located as assist- 
ant sales manager or district super- 
visor of salesmen with plumbing goods 
manufacturer but wants larger oppor- 
tunity. Give details in confidence re- 
garding past connections (including 
dates, firms and positions held), age, 
married or single and salary expected. 
Address Key 514, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


WANTED—SALES REPRESENTATIVE 

by reliable field nipple manufacturer 
for territory outside Metropolitan dis- 
trict. tive experience and references 
in reply. Address Key 507, “Domestic 
Engineering,” 1900 Prairie’ Ave., Chi- 
cago. 


SALESMAN — EXPERIENCED IN 

plumbers’ brass goods, to call on 
plumbers. Address Key 511, ‘Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


MANUFACTURER OF WELL KNOWN 

automatic storage water heater 
wishes to get in touch with salesmen 
in various parts of the country who 
are accustomed to selling the plumb- 
ing contractor direct. Address Key 
483, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


AGENTS — CALLING ON PLUMBERS 

and steamfitters, in every state, to 
sell as side line the best portable power 
pipe threading machine on the market. 
Address P. O. Box 601, Union Station, 
Endicott, N. Y. 


SALESMAN! 


Manufacturer of High Class 
Plumbing Specialty Wants 


representative for New York City. 
Must be thoroughly acquainted with 
architects, plumbers and jobbers. 
Straight commission amounted to 
more than $7,000.00 in 1925. Give all 
details in first letter. 


Address 
KEY 515, DOMESTIC ENGINEERING 
1900 Prairie Avenue ats o% Chicago 





WANTED — DEMONSTRATOR SALES- 

men for a new pipe threading tool by 
well established manufacturer of pipe 
tools. Qualifications required of appli- 
cant — unquestioned integrity, energy 
and perseverance, practical pipe thread- 
ing experience. Age 25 to 40, preferably 
unmarried. Give outline of business 
experience, record of employment, and 
extent of education. Answer Box P, 
Erie, Pa. 


LARGE MANUFACTURER OF BOIL- 

ers has opening for a salesman in 
Chicago and Cincinnati. Must have ex- 
perience in the sale of heating boilers. 
State experience in detail, also salary 
expected. Address Key 510, “Domestic 
Engineering,’ 1900 Prairie Ave., Chi- 
cago. 


Situations Wanted 


A-1 PLUMBER AND FITTER WANTS 

steady position. South —_ ad. 
Can invest some money. ape ress Key 
504, “Domestic Engineering,” 1900 Prai- 
rie "Ave., Chicago. 


POSITION WANTED—SALESMAN 40 
years old, 12 years’ road experience. 
Thoroughly familiar with plumbing, 
heating and kindred lines. Address 
Salesman, 2713 Mondamin Ave., Des 
Moines, Iowa. 


Lines to Handle 


MANUFACTURERS’ AGENTS WHO 

sell plumbing contractors on a com- 
mission basis can secure a valuable 
addition to their line by writing Key 
484, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


For Sale 


FOR SALE—PLUMBING AND SHEET 

metal stock in town of 2,000. This 
is a good going business and will sac- 
rifice for quick sale as am entering 
sheet metal manufacturing business. 
Will sell plumbing stock and equipment 
only if desired. Address Key 512, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 





FOR SALE—FULL EQUIPMENT, AN 

established plumbing and heating 
business in Chambersburg, Pa. Doing 
good business. Have to give up same 
on account of ill health. Will sell at 
cost. If interested address Post Office 
Box 316, Chambersburg, Pa. 





“SUNNY CALIFORNIA” — FOR SALE: 

Established plumbing business lo- 
cated within five miles of Los Angeles. 
Retiring from business. Annual volume 
has been over $75,000. Stock, tools and 
equipment will inventory about $5,000. 
Will sell at invoice, plus 10%. Will 
give 30 days’ personal assistance and 
turn over about $10,000 of unfinished 
contracts on hand to buyer. Address 
Key 509, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


PLUMBING AND HEATING STOCK 

including fixtures for sale in Yank- 
ton, S. D. An old established business. 
Must be disposed of at once. Address 
Arthur Reetz, Assignee, Yankton, S. D. 


" Miscellaneous 


PATENT SENSE—VALUABLE BOOK 
(free) for inventors seeking largest 

deserved profits. Write Reig ! & Lacey, 

ae 8t., Washington, D.C. Wstablished 





WIPING 
CLOTHS 


Formed —Flexible— Finished 


Made in five sizes for all standard joints. From 
your jobber or post paid to address in the 
next mail or sent C. O. D. post card for full 
particulars. Patented September 16th, 1924. 


GEO. E. WILLIAMS 


Sele Manufacturer 
3 E. 26th ST., MINNEAPOLIS, MINN. 
Ticking and Moleskin 


WE BUY ALL SIZES OF 


PIPE COUPLINGS 


We Pay More 


besides paying the freight 
——— ASK US! 


CONSOLIDATED PIPE & STEEL CO. 


2712-24 S. 2nd St.— Plant No, 1— St. Louis, Mo, 





Learn Heating and 
Plumbing Designing 


Utilize the long winter evenings in taking an 
Official Course of Instruction in lines that will 
increase your income next Spring, Summer and 
Fall. 

Scientific Designing in both Heating and 
Plumbing is the Engineering end of the in- 
dustry. The installation is relatively easy in 
comparison. When you ‘“‘once’’ have entered 
our Instructions—you will like it. Write today 
—NOW. 


We Teach You In Your Own 
Home, Personal, Clear, Direct 


Our School Directory sent Free to interested 
parties. Indicate your Course when writing. 


HEATING VENTILATING ENGINEERING 
SPECIAL 8TEAM & WATER HEATING 
PLUMBING DESIGN & INSTALLATION 
WARM AIR HEATING 
CONTRACTING & ESTIMATING 
MECHANICAL DRAFTING 

Start with the 1926 School Season 
ST. LOUIS TECHNICAL INSTITUTE 
4541 Clayton Avenue - St. Louis, Missouri 


PERKINS 


CONCRETE 


INSERTS 


Adjustable—Strong 
Immovable—Economical 
Four sizes 34”—14’—54"—34” 


Write for circulars and prices 


HOMER C. PERKINS CO. 
30 OLIVER STREET :: BOSTON 
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You can bring success nearer by years— 


advertise! 


You have your dream of success—and what you will 
do when that day arrives 





* * . 


But why wait? You can bring success nearer by years 
—eliminate years of work and worry 


a e * 


. 
Ei etic ene 


You can quicken the growth of your business and [enjoy 
the fruits of success before your best years are gone 


* . » 


You can give your family the advantages which you, 
perhaps, missed in your youth. 


. . a 


DVERTISE! Consider for a moment the 

difference between two businesses after 2 
years—one of which advertises and one of whic 
does not. There can be no comparison—one 
will climb, but slowly. The one advertised 
will climb swiftly and steadily. Use the 
Advertising Editorials each week and speed up 
the growth of your business. 


12} Illustrations—three months’ service for—only $4.20. 
48}Illustrations—one year’s service—for only $15.00, a saving of 10%. 


The copy costs you nothing—you take it every week from 


DOMESTIC ENGINEERING. 


Tear out and mail this coupon—now! 

DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 
three months’ 
one year’s 
I’m going to dominate in the plumbing and heating field in my community. 





Please enter my order for service of Advertising Editorials. 


CITY AND STATE 
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